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ON  GREEK  RELIGION  AND  MYTHOLOGY 


BY  THE   EDITOR. 


M 


MONSTERS. 

OST  of  the  monsters  with  which  the  Greek  heroes  contend  are 
the  same  as  in  the  folklore  of  all  nations, — dragons.      In  ad- 


GORGONEION. 

Ancient  face  of  the  Gorgon  Medusa. 

dition,  we  have  many-headed  snakes,  wild  boars,  the  Minotaur  or 
man-bull,  the  Chimera  or  goat-fiend  (reminding  us  of  the  Ass)'rian 
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goat-demons),  and  above  all  the  Gorgon  Medusa,  whose  head  is 
used  as  an  amulet  to  drive  away  evil  spirits  according  to  the  logic 
that  devils  must  be  driven  out  by  Beelzebub,  the  chief  of  devils. 
The  Assyrians  placed  statues  of  the  disease-spreading  South  Wind 
at  their  south  entrances,  because  they  believed  that  if  the  South 
Wind  devil  saw  his  own  picture  he  would  be  frightened  away  at 
the  sight  of  its  ugliness. 

Homer  speaks  of  Medusa's  head   as  a  frightful  monster  in  the 
Under  World  (A  634  and  A  36).    Other  authors^  mention  its  evil  eye 


Medusa  Rondanini. 
A  later  and  more  beautiful  representation.     (Glyptothek,  Munich.) 

and  gnashing  of  teeth.  It  is  stated  that  no  one  could  look  at  its 
face  without  being  horror-stricken.  Its  mere  aspect  was  blood- 
curdling and  petrified  the  beholder  with  fear. 

Gorgo,'^  the  daughter  of  the  two  sea-monsters,  Phorkys  and 
Keto,  lived  on  the  island  Sarpedon  in  the  Western  ocean,  near  the 
realm  of  the  dead  and  not  far  from  the  beautiful  garden  of  the  im- 
mortals.     She  expected  to  become  a  mother  by  Poseidon,  when  she 


Hes.  Scut.,  235;  see  also  Apollodorus  II.,  4,  27 
Vopyoj  or  Pop-yuJc,  also  Fopya  and  Topyofrj. 
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was  killed,    according  to  the  Athenian  version,  by  Athena   (hence 
called  the  Gorgon-slayer,  yopyo<f>6vos:),  and,  according  to  the  Argivian 


Pegasos  Led  to  Water  ' 

Relief  in  the  Palace  Spada.     (E.  Braun,  .-hil/'ke  Basrclic/s,  pi.  I, 

B.  D.,  p.  300,) 

version,  by  Perseus,  the   conqueror.'-^     From   the  wound   Pegasus, 

the  winged  horse,  and  Chrysaor,  the  golden  man,  were  born.      On 

1  Pegasos  originated  from  the  blood  of  the  Medusa  (Gorge)  and  served  several  heroes  of  the 
solar  type  as  a  steed.  He  opened  with  a  stroke  of  his  hoof  a  spring  on  Mount  Helicon  called 
Hippocrena  or  Horse-spring  (Paus.,  9,  31,  3),  which  was  afterwards  r^  garded  as  the  well  of  poetic 
inspiration.     Pegasos,  as  the  symbol  of  poetry,  is  a  modern  idea,  not  found  in  the  classics. 

2  n£p<reu9,  literally  the  "  the  destroyer,"  viz.,  of  the  monster,  from  nip^av. 
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some  monuments  the  soul  is  represented  escaping  in  the  shape  of  a 
diminutive  human  figure. 

It  will  be  noticed  that  the  oldest  representations  of  the  Medusa 
are  both  frightful  and  ugly,  but  with  the  advance  of  Greek  art  the 


iiiHHaiiiiiiiiBilittiiiMli 


'I  f-'itiitJiMi'^^gAi 


The  Deliverance  of  Andromeda  by  Perseus. 

Archaic  representation.     Pegasos  springs  from  the  blood  of  the  Medusa. 

(After  Benndorf,  Metopeti  vo7i  Sclinunt,  pi.  I.) 

terrible  is  transfigured  by  beauty  and  changed  into  a  fascinatinj 
form  of  awe-inspiring  grandeur. 


MINOR  DEITIES. 

There  are  innumerable  minor  deities  that  deserve  mention  : 
Pan,  the  god  of  the  shepherds  ;  Seilenos  and  Satyrs,  the  servants  of 
Dionysos;  river  gods,  Nymphs  and  Naiads,  or  water  spirits;  Dryads 
or  oak-tree  spirits;   Oreads  or  mountain  spirits;   Iris,  the  rainbow, 


I   iiiM.i-,K A  '  <]■  Akezzo. 
The  monster  slain  by  Bellerophon.      (Now  at  Florence. 


Hellekophgn  Slaying  the  Chim.kra. 
(A  terra-cotta  statue  of  Melos,  now  in  the  British  Museum.) 
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who  serves  as  a  messenger  of  the  gods ;  Ganymede,  the  Phrygian 
youth  whom  Zeus  selected  for  his  cup-bearer;  Hymen,  the  god  of 
marriage ;  Eos,  the  goddess  of  the  dawn  ;  the  winds  of  the  four 
quarters;  Eris,  the  goddess  of  quarrel;  the  Harpies  or  death  angels 
who  snatch  away  children  from  their  mothers;  the  Sirens^  or  Greek 
Loreleis  who  tempt  the  seafarer  to  approach  the  cliff  on  which 
tliey  are  seated  ;  Momos,  the  god  of  comedies  ;  Komos,  the  god  of 
jollity;  Asklepios,  the  god  of  medicine  and  healing;  Hygeia,  the 
goddess  of  health  ;  Tyche  or  Fortune,  the  goddess  of  good  luck  ; 
Nike,  the  goddess  of  victory;  Nemesis,  the  goddess  of  vengeance, 
retribution,    and   punishment ;   Kairos,  a  personification  of  oppor- 


Iris,  the  Messenger  of  the  Gods. 


Hymen. 


tunity;  Thanatos  and  Hypnos,  death  and  sleep;  Morpheus  and 
Oneiros,  slumber  and  dreams  ;  the  Centaurs,  who  were  half-horse 
and  half-man;   and  Castor  and  Pollux,  the  twins,  called  the  Dios- 


The  figure  of  Nike  has  become  the  artistic  prototype  of  the 
Christian  angels.     The  idea  of  a  divine  messenger  or  ayyeXos  was 

1  The  Sirens  were  originally  the  souls  of  the  dead,  as  will  appear  further  on. 

2  The  Dioscuri  were  the  sons  of  Leda  and  Zeus.  The  story  goes  that  Zeus  approached  Leda 
as  a  swan  and  that  she  bore  the  twin  gods  in  an  egg.  One  of  them,  Castor,  was  mortal ;  the  other, 
Pollux,  immortal.  When  the  former  died,  the  latter  did  not  want  to  live  without  his  twin-brother. 
So  he  requested  their  father  to  allow  him  to  die  for  his  brother  and  to  let  them  share  alternately 
in  the  boon  of  immortality.  They  represent  morning  and  evening  stars,  being  the  same  planet 
and  making  their  appearance  alternately. 
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common  to  all  the  ancient  nations  and  the  appellation  bo7ius  angelus 
occurs  in  pagan  inscriptions.  The  best  protecting  angel  of  emper- 
ors and  kings  \vas  Nike,  the  goddess  of  Victor}',  and  we  find  her 
frequentl}'  represented  by  their  sides  and  on  the  hands. 

The  Hebrew  ^vord  for  angel  *?;»?^  {inaldch')  also  means  "mes- 
senger" and  is   used   in   its  original   sense  in   the  old  Testament 


Ganymede,  the  Phrygian  Boy. 

Carried  up  to  Olympos  by  the  eagle  of  Zeus 
(Marble  statue  by  Leochares,  Vatican.) 


to  denote  men  sent  out  on  errands  and  ambassadors  of  kings. 
Malach  Jahveh  ("^n":  "N'P'5),  i.  e.,  messenger  of  JH\'H  means  angel, 
as  the  word  is  now  used. 

All  these  divinities  found   more  or  less  representation  in  art 
according  to  the  needs  of  practical  life. 
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ASKLEPIOS  AND  HIS  APOSTLE  APOLLONIUS  OF  TYANA 
Asklepios^  was  not  a  god  in  the  days  of  Homer  but  only  a 
skilful  physician,  the  disciple  of  Chiron  the  wise  Centaur.     Being  a 


'I'iHHMhiilnH 


The  Nike  of  Paionios.      (After  Treu's  Restoration.)- 
healer,  however,  he  grew  in  importance  and   a  number  of   contra- 
dictory legends  sprang  up  concerning  him,  one  told  by  the  author 

1  Better  known  in  English  under  his  Latinised  name  ^sculapius. 

2  See  Treu,  Olympia,  p.  182  ff.,  cf.  Roscher,  39,  p.  341. 


ON   GREEK  RELIGION  AND  MYTHOLOGY. 


713 


Vase-picture  in  red.     (After  Elite  cermn  ,  I.,  91.) 


^r^^^^isis^y 


Angels  at  the  Bed  of  a  Dying  Man.' 
Relief  on  an  Etruscan  Cinerary  of  Volterra.      {Arch.  Zt,if.,  1846,  pi.  47.) 


IThe  angel  of  death  stands  at  the  head  of  the  bed,  sword  in  hand,  the  bonus  angelus  grasps 
the  hand  of  one  of  the  survivors,  either  comforting  him  or  pledging  him  to  remain  faithful  to  the 
memory  of  the  deceased.  It  was  customary  in  Rome  for  the  oldest  son  and  principal  heir  to  inhale 
the  last  breath  of  the  dying  person  and  so  to  inspire,  as  it  were,  his  soul,  as  Virgil  says  (Aen.  IV., 
684I  extrejnuni  halitum  ore  legere. 
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of  the  Homeric  hymn  XIV,  another  by  Pindar,  and  a  third  one  by 
Pausanias.^  One  thing  is  clear,  however,  that  many  Asklepian 
priests  were  skilled  physicians,  and  it  would  seem  even  that  several 
of  their  temples  were  used  as  hospitals  and  sanitariums. 

The  Asklepian  priests,  however,  though  there  is  reason  to 
credit  them  with  considerable  knowledge  of  medical  skill,  were  at 
the  same  time  healers  of  the  soul.  They  demanded  continence, 
propriety,  and  faith  in  the  saving   grace  of  their  tutelary  god ;   and 


Kairos. 

Personifying  the  moment  of  luck  and  success. - 
{Arch.  Ztg.,  1875,  pi.  I.      B.  D.,  II.,  772.) 

an  inscription  over  the  entrance  of  the  temple  of  Asklepios  in  Epi- 
dauros  reads  :    "None  but  the  pure  shall  enter  here." 

An  inscription  discovered  on  the  southern   slope  of  the  Acrop- 


iPausanias  tells  us  the  Epidaurian  version,  stating  that  Koronis,  the  daughter  of  King  Phle- 
gias,  visiting  Epidauros  on  the  northeastern  coast  of  Argolis,  bore  a  child  to  Apollo,  and  fearing 
her  father's  wrath,  exposed  it  on  the  mountain  slope  where  it  was  found  by  the  goatherd  Ares- 
thanas  and  educated  by  Chiron.  Aresthanas  at  once  knew  the  divinity  of  the  baby,  whom  he 
called  Asklepios.  because  when  he  lifted  it  up  a  light  streamed  from  it  as  bright  as  a  flash  of 
lightning. 

2  Kairos  walks  on  winged  wheels  and  holds  a  pair  of  balances  in  one  hand  and  a  razor  in  the 
other,  for,  says  the  Greek  proverb,  the  decision  lies  on  "the  edge  of  a  razor"  (eTri  JvpoO  ax/i^s, 
cf.  Homer,  K.,  173).  The  relief  shows  a  young  man  "taking  fortune  by  the  forelock."  An  old 
man  standing  behind  Kairos  extends  his  left  arm,  but  too  late  ;  he  has  missed  his  chance  ;  and 
repentance  (fxeravoia)  turns  her  head  away  weeping. 


ON   GREEK   RELIOION   ANM)   M\ 'IHOLOGV. 


715 


ASKLEPIOS,    OR  JiSCULAPIUS. 

(Now  in  Florence.) 


1  Judging  from  a  coin  of  Pergamon  (published  in  Baumeister's  Z)^«-6>«;i/^^,  p.  138;,  archjeol- 
ogists  believe  that  this  statue  represents  the  type  of  the  statue  made  by  Phyromachos  for  the 
^sculapius  temple  of  Pergamon.     Cf.  B.  D.,  139. 
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olis  at  Athens  records  a  prayer  of  Diophantos  addressed  to  Askie- 
pios,  which  reads  as  follows  :  ^ 

"  Save  me,  and  heal  my  grievous  gout,  O  blessed  and  most  mighty  presence, 
I  adjure  thee  by  thy  father,  to  whom  I  loudly  pray.  No  one  of  mortals  can  give  a 
surcease  from  such  pangs.  Thou  alone,  divinely  blessed  one,  hast  the  power,  for 
the  supreme  gods  bestowed  on  thee,  all-pitying  one,  a  rich  gift  for  mortals.  Thou 
art  their  appointed  deliverer  from  pain." 

Asklepios  is  not  addressed  as  a  god,  though  he  is  invoked  as  a 
divine  presence,  and  his  common  designation  is  Son  of  God  {filius 
lit'i)  and  saviour  (o-wriys).  A  legend  reports  that  once  when  Askle- 
pios had  resuscitated  a  man  and  prevented  his  descent  into  the 
realm  of  death,  Zeus  slew  him  with  his  thunderbolt  at  the  request 
of  Hades,  the  grim  god  of  the  Under  World. 

The  greatest  representative  of  Asklepios,  however,  ApoUonius 
of  Tyana,  was  a  man  who  for  some  time  in  the  history  of  our  re- 
ligious evolution  appeared  as  a  powerful  rival  of  Jesus  of  Nazareth, 
aspiring  to  the  honor  of  being  worshipped  as  the  Saviour  of  man- 
kind. 

It  is  perhaps  not  an  accident  that  Tyana  is  a  town  of  Cappa- 
docia,  not  far  from  Tarsus,  the  birth-place  of  the  Apostle  St.  Paul. 
Asia  Minor  was  the  region  in  which  the  religious  fermentation  that 
permeated  the  classical  world  from  the  days  of  Alexander  the  Great 
was  strongest ;  and  we  have  reason  to  believe  that  ApoUonius  was 
as  pure-minded  and  earnest  as  his  countryman  Paul.  Philostratos, 
a  courtier  of  the  literary  circle  of  the  Empress  Julia  Domna,  com- 
piled the  life,  of  this  pagan  saint,  his  main  sources  being  the  ac- 
count of  Maximus  of  ^Egae,  for  several  years  a  fellow-philosopher 
of  the  Tyanian  while  both  were  pursuing  the  ascetic  life  of  the 
Pythagorean  brotherhood,  and  the  wondrous  tales  of  Daneis  of 
Nineveh  concerning  the  travels  and  adventures  of  ApoUonius.  The 
similarity  of  many  of  these  stories  to  the  miracles  of  Jesus  excited 
in  the  early  days  of  Christianity  the  jealousy  of  the  Christian  monks, 
as  a  result  of  which  all  the  works  of  this  pagan  saint  were  destroyed, 
and  we  know  his  personality  only  from  the  distorted  reflexion  of  it 
in  the  book  of  Philostratos,  from  the  caricatures  of  Lucian  and 
Apuleius,  and  finally  from  the  incidental  remarks  of  ancient  authors, 
and  the  strictures  of  the  Church  Fathers. 

Men  of  sober  judgment,  among  them  Dio  Cassius  the  histor- 
rian,  believed  in  some  at  least  of  the  miracles  of  ApoUonius,  and 
the  Christians,  among  them   Origen,^  do  not  as  a  rule  deny  them. 

1  See  Prof.  Augustus  C.  Merriam's  interesting  article  "  yEsculapia  as  Revealed  by  Inscrip- 
tions "  in  the  May  number  of  Gaillard's  Medical  Journal  (Vol.  XI.,  No.  5). 
1  Contra  Celsum.  VI.,  41. 
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Eusebius  of  Cassarea  takes  Hierocles  to  task  for  giving  preference 
to  Apollonius  over  Jesus,  in  respect  of  the  former's  having  lived  a 
more  exemplary  life  as  well  as  having  performed  more  numerous 
and  better  attested  miracles.  The  same  author  quotes  approvingly 
a  sentence  from  Apollonius  embodj'ing  his  confession  of  faith. 
Eusebius  says  : 

"Even  the  well  known  Apollonius  of  Tyana,  whose  name  is  upon  all  men's 
lips  for  praise,  is  said  to  write  much  in  the  same  strain  in  his  work  on  sacrifice 
about  the  first  and  great  God. 

"  There  is  one  Highest  God  above  and  apart  from  the  lower  gods.  Beyond 
the  reach  of  the  contaminating  world  of  sense  as  he  is,  nothing  apprehensible  by 
any  organ  of  sense,  neither  burnt  offerings  nor  bloodless  sacrifices,  can  reach  him, 
not  even  unuttered  prayers.  He  is  the  substance  of  things  seen,  and  in  him,  plants, 
animals,  men.  and  the  elements  of  which  the  world  is  made,  have  life  and  exist. 
He  is  the  noblest  of  existences,  and  men  must  duly  worship  him  with  the  only 
faculty  in  them  to  which  no  material  organ  is  attached,  their  speculative  reason.' 


TARTAROS. 

The  realm  of  the  dead  was  supposed  to  be  underground.  It 
was  called  Hades  (the  invisible)  or  Tartaros  ;  but  both  names,  es- 
pecially the  former  one,  are  also  used  to  denote  the  God  of  the 
Under  World  himself.  The  dead  live  there  as  mere  shades  or  blood- 
less specters,  watched  by  the  terrible  Kerberos,  a  dog  with  three 
heads. 

The  idea  that  the  living  could  commune  with  the  dead  was 
quite  prevalent  in  Greece  and  led  to  necromancy  and  psychomancy, 
a  branch  of  sorcery  which  had  for  its  object  the  conjuring  of  the 
ghosts  of  the  deceased  for  the  purpose  of  making  them  proclaim 
oracles  or  prophecies. 

The  souls  of  the  dead  were  conceived  sometimes  as  winged 
heads,  sometimes  as  fleeting  shadows  or  images  of  the  personali- 
ties of  the  deceased,  both  conceptions  being  of  Egyptian  origin.^ 
The  former  can  be  traced  to  the  notion  of  the  Ba,  the  soul  as  con- 
sciousness pictured  as  a  hawk  with  a  human  head,  the  latter  to  the 
Ka,  i.  e.,  the  spirit  of  a  man  in  a  dream-like  form  of  body  at  the 
time  of  his  death.  The  so  called  tomb-sirens,  found  in  great  num- 
bers in  Greek  cemeteries,  were  originally  intended  as  representa- 
tives of  the  souls  of  deceased  persons. 

The  god  Hades  is  also  called  Pluto,  and  being  the  owner  of 
all  the  uncounted  underground  treasures,  is  at  the  same  time  the 
god   of  wealth.      The  queen  of  the  dead  is  Persephone,  whose  ab- 

1  Birds  with  human  heads  also  figure  in  Assyrian  mythology. 
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duction  by  Pluto  is  a  favorite  subject  of  decoration  on  Greek  sar- 
cophagi. 

Access  to  the  Land  of  the  Shades  was  deemed  possible  in  the 


Funeral  Siren.' 
Found  in  Athens.      (After  a  photograph,  B.  />.,  p.  1644.) 

west  of  Europe  near  the  pillars  of  Heracles,  the  present  Gibraltar. 
Odysseus  visited  the  place  and  after  him  .^neas.    Psyche  descended 


1  This  form  of  the  sirens  preserves  most  closely  the  Egyptian  type  of  the  ba,  the  hawk  with  a 
human  head  representing  the  soul  of  a  deceased  person.  Their  original  significance,  it  appears, 
was  soon  lost  and  the  sirens  were  believed  to  be  supernatural  beings  of  transcendent  beauty 
lamenting  the  dead.  DioHorus  Siculus  informs  us  that  at  Hephaistion's  incineration  wooden 
sirens  contained  the  singers  who  sang  the  dirges  (xvii,  115).  Later  on  the  sirens  were  represented 
standing  as  winged  virgins  with  birds'  feet,  According  to  Homer's  Odyssey,  they  are  antique 
Loreleis  whose  enchanting  voices  signify  peril  and  lead  to  death. 
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through,  a  cavity  in  the  wild   mountain  recesses  of  the  Taygetos  in 
Lacedaemon,  called  the  breathing-hole  of  Tartaros. 

The  rivers  of  the  Under  World  are  the  Styx  (the  heinous 
stream),  the  Acheron  (the  river  of  woe),  the  Kokytos  (the  waters  of 
wailing),  and  the  Pyriphlegethon  (the  floods  of  fire).  Charon  ferries 
the  shades  across  the  Styx,  provided  they  have  been  properly  buried 


Front  View  of  the  Divine  Dove.' 

Ancient  bronze  figure  found  at  Van,  commonly  called  Semiramis,  but  apparently  a 

form  of  the  goddess  Istar  who  was  worshipped  under  the  form  of  a  dove. 

(After  Lenormant,  Vhistoirc  dc  V Or..  Vol.  IV.,  p.  124  and  125.) 


Rear  View  of  the  Divine  Do\ 


and  on  payment  of  a  fee,  the  smallest  coin  being  sufficient,  which 
was  placed  in  the  mouth  of  the  dead.  The  souls  drink  of  the  waters 
of  Lethe  or  oblivion,  and  lead  a  most  monotonous,  dreary  life,  with 
the  exception  of ^  the  great  criminals  who  are  tortured  according  to 

1  The  artistic  conception  of  a  bird  with  a  human  head  was  not  wanting  in  Western  Asia,  but 
the  significance  of  these  figures  is  not  as  yet  definitely  determined. 
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their  deserts.  Tantalos  suffers  hunger  and  thirst  with  water  and 
fruits  in  sight;  Ixion  is  forged  on  a  fiery  wheel;  Sisyphos  rolls  up 
hill  a  big  boulder  which  always  slips  down  again  ;  Tityos,  the  giant 
who  made  an  attempt  to  assault  Leto,  is  lacerated  by  vultures  : 
and  the  Danaides  try  to  fill  a  leaking  vessel. 

The  descent  of  the  souls  of  the  slain  suitors  is  dramatically 
described  in  the  last  book  of  the  Odyssey: 

"  But  Cyllenian  '  Hermes  called  out  the  souls  of  the  suitors ;  and  he  held  in 
his  hands  a  beautiful  golden  rod,  with  which  he  soothes  the  eyes  of  men  when  he 
wishes,  and  raises  them  up  again  from  sleep.  With  this  indeed  he  drove  them, 
moving  them  on;  and  they  whirring  followed.  As  when  bats  in  the  recess  of 
a  divine  cave  flit  about  whirring,  when  one  falls  from  its  place  off  the  rock,  and 
they  cling  to  one  another  :  so  they  went  together  whirring,  and  gentle  Hermes  led 
them  down  the  murky  ways.      And  they  came  near  the  streams  of  the  ocean  and 


W¥M:-m' 
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Greek  Skeleton  Dance.     Silver  Cup  Found  at  Boscoreale. 

the  Leucadian  rock,-  and  they  went  near  the  gates  of  the  Sun,  and  the  people  of 
dreams:  and  they  quickly  came  to  the  meadow  of  Asphodel,  where  dwell  the 
souls,  the  images  of  the  dead." 

Death  is  never  represented  by  Greek  artists  as  a  skeleton, 
which  is  the  customary  conception  of  the  Middle  Ages.  Skeletons 
appear  on  Greek  monuments,  for  instance  on  the  beautiful  silver 
mug  found  in  Boscoreale,  where  the  skeletons  of  poets  and  sages 
admonish  the  toper  to  enjoy  the  fleeting  moment,  for  soon  his  body 
will  be  laid  in  the  grave  Death  is  commonly  conceived  as  the  twin 
brother  of  sleep,  a  calm  youth  who  might  be  mistaken  for  Eros, 
the  god  of  love,  were  it  not  for  the  absence  of  the  bow  and  arrows 
as  well  as  for  the  inverted  position  of  the  torch  of  life  in  his  hands. 


1  So  called  after  the  mountain  Cyllene  in  Arcad 

2  The  cliff  of  wliiteiiirg  bones. 


/hich  was  sacred  to  Heitnes. 


ON   GKKKK    RKl.lGION  AND   MVTHOI.OCn 


721 


The  idea  of  death  is  so  closel}'  connected  with  the  deities  of 
life  that  almost  all  of  them  are  represented  in  some  way  by  their 
relation  to  the  world  underground,  in  which  capacity  they  are  called 
chthonian.i  Thus  we  have  a  chthonian  Zeus,  a  chthonian  Aphro- 
dite, a  chthonian  Dionysos,  a  chthonian  Hermes,  and  even  a  chtho- 
nian Eros. 

The  Etruscans  regarded  death  as  a  terrible  demon,  an  ugl}' 
monster,  carrying  a  weapon  of  slaughter  in  his  hands.  But  this 
belief  was  considerably  modified  under  the  influence  of  Greek  civi- 
lisation, and  later  monuments  change  the  Etruscan  god  of  death 
into  a  Nike-like  divinit}-  with  a  sword,  who  is  accompanied  by  the 
good  angel,  acting  as  a  comforter  of  the  bereaved  family. 


The  Goddess  Istar. 

Bas-relief  in  the  British  Museur 

(Lenormant,  V.,  p.  259.) 


Charon  Ferrying  Lovers 

Across  the  Styx. 

Greek  Scarabseus.  (After  Wiese- 

ler,  Denkm.,  II.,  870. 

B.  D.,  379.) 


The  eleventh  book  of  the  Odyssey  is  devoted  to  a  description 
of  Odysseus's  visit  to  the  realm  of  the  dead.  Circe,  the  bewitching 
nymph  of  the  island  in  the  sea,  had  advised  Odysseus  to  consult  the 
blind  prophet  Tiresias  who  had  passed  into  the  Land  of  the  Shades, 
and  to  sacrifice  a  black  ram  and  a  black  ewe  to  Pluto  and  Per- 
sephone. But  before  our  hero  sets  sail,  one  of  his  companions, 
Elpenor,  falls  from  a  roof  and  dies. 

Odysseus  describes  his  adventures  in  these  words  : 

"  The  ship  reached  the  extreme  boundaries  of  the  deep-flowing  ocean  ;  where 
are  the  people  and  city  of  the  Cimmerians,  covered  with  shadow  and  vapour,  nor 
does  the  shining  sun  behold  them  with  his  beams,  neither  when  he  goes  towards 
the  starry  heaven,  nor  when  he  turns  back  again  from  heaven  to  earth  ;  but  perni- 
cious night  is  spread  over  hapless  mortals.      Having  come  there,  we  drew  up  our 


Xi?ovio?,  belonging 


the  earth,  or  being  related  to  the  Nether  World. 
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ship  ;  and  we  took  out  the  two  sheep  ;  and  we  ourselves  went  again  to  the  stream 
of  the  ocean,  until  we  came  to  the  place  which  Circe  mentioned.  There  Perimedes 
and  Eurylochus  made  sacred  offerings;  but  I,  drawing  my  sharp  sword  from  my 
thigh,  dug  a  trench,  the  width  of  a  cubit  each  way  ;  and  around  it  we  poured  liba- 
tions to  all  the  dead,  first  with  mixed  honey,  then  with  sweet  wine,  again  a  third 
time  with  water;  and  I  sprinkled  white  meal  over  it.  And  I  much  besought  the 
unsubstantial  heads  of  the  dead,  [promising,  that]  when  I  came  to  Ithaca,  I  would 
offer  up  in  my  palace  a  barren  heifer,  whichever  is  the  best,  and  would  fill  a  pyre 
with  excellent  things ;  and  that  I  would  sacrifice  separately  to  Tiresias  alone  a  sheep 
all  black,  which  excels  amongst  our  sheep. 

"  But  when  I  had  besought  them,  the  nations  of  the  dead,  with  vows  and  pray- 
ers, then  taking  the  two  sheep,  I  cut  off  their  heads  into  the  trench,  and  the  black 
blood  flowed  :  and  the  souls  of  the  perished  dead  were  assembled  forth  from  Erebus, 
[betrothed  girls  and  youths,  and  much-enduring  old  men,  and  tender  virgins,  hav- 
ing a  newly  grieved  mind,  and  many  war-renowned  men  wounded  with  brass-tipped 
spears,  possessing  gore-smeared  arms,  who,  in  great  numbers,  were  wandering 
about  the  trench  on  different  sides  with  a  divine  clamour  ;  and  pale  fear  seized  upon 
me.]  Then  at  length  exhorting  my  companions,  I  commanded  them,  having  skinned 
the  sheep  which  lay  there,  slain  with  the  cruel  brass,  to  burn  them,  and  to  invoke 
the  gods,  Pluto  and  dread  Persephone.  But  I.  having  drawn  my  sharp  sword 
from  my  thigh,  sat  down,  nor  did  I  suffer  the  powerless  heads  of  the  dead  to  draw 
nigh  the  blood,  before  I  inquired  of  Tiresias.  And  first  the  soul  of  my  companion 
Elpenor  came ;  for  he  was  not  yet  buried  beneath  the  wide-wayed  earth;  for  we 
left  his  body  in  the  palace  of  Circe  unwept  for  and  unburied,'  since  another  toil 
[then]  urged  us.  Beholding  him,  I  wept,  and  pitied  him  in  my  mind,  and  address- 
ing him,  spoke  winged  words  :  '  O  Elpenor,  how  didst  thou  come  under  the  dark 
west  ?     Thou  hast  come  sooner,  being  on  foot,  than  I  with  a  black  ship.' 

"  Thus  I  spoke;  but  he  groaning  answered  me  in  discourse,  '  O  Zeus-born  son 
of  Laertes,  much  contriving  Odysseus,  the  evil  destiny  of  the  deity  and  the  abundant 
wine  hurt  me.  Lying  down  on  the  roof  of  the  palace  of  Circe,  I  did  not  think  of 
descending  backwards.  Having  come  to  the  long  ladder,  I  fell  down  from  the  top  ; 
and  my  neck  was  broken  from  the  vertebrae  and  my  soul  descended  to  Hades. 
Now,  I  entreat  thee  by  those  who  are  [left]  behind,  and  not  present,  by  thy  wife 
and  father,  who  nurtured  thee  when  little,  and  Telemachus,  whom  thou  didst  leave 
alone  in  thy  palace ;  for  I  know,  that  going  hence  from  the  house  of  Pluto,  thou 
wilt  moor  thy  well-wrought  ship  at  the  island  of  ^aea  :  there  then,  O  king,  I  ex- 
hort thee  to  be  mindful  of  me,  nor,  when  thou  departest,  leave  me  behind,  unwept 
for,  unburied,  going  at  a  distance,  lest  I  should  become  some  cause  to  thee  of  the 
wrath  of  the  gods  :  but  burn  me  with  whatever  arms  are  mine,  and  build  on  the 
shore  of  the  hoary  sea  a  monument  for  me,  a  wretched  man,  to  be  heard  of  even 
by  posterity ;  perform  these  things  for  me,  and  fix  upon  the  tomb  the  oar  with 
which  I  rowed  whilst  alive,  being  with  my  companions.' 

"Thus  he  spoke;  but  I  answering  addressed  him  :  'O  wretched  one,  I  will 
perform  and  do  these  things  for  thee.' 

"  Thus  we  sat  answering  one  another  with  sad  words  ;  I  indeed  holding  my 
sword  off  over  the  blood,  but  the  image  of  my  companion  on  the  other  side  spoke 
many  things.     And  afterwards  there  came  on  the  soul  of  my  deceased  mother, 

1  It  is  a  well-known  superstition,  that  the  ghosts  of  the  dead  were  supposed  to  wander  as  long 
as  they  remained  unburied,  and  were  not  suffered  to  mingle  with  the  other  dead.  Cf.  Virg.  Mn. 
vi.  325,  sqq.  Lucan.  i.  II.  Eur.  Hec.  30.     Phocylid.  IVu/i  gf).     Heliodor.  ^th.  ii.  p.  67. 
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Anticlea,  daughter  of  magnanimous  Autolycus,  whom  I  left  alive,  on  going  to  sa- 
cred Ilium.  I  indeed  wept  beholding  her,  and  pitied  her  in  my  mind  ;  but  not  even 
thus,  although  grieving  very  much,  did  I  suffer  her  to  go  forward  near  to  the  blood, 
before  I  inquired  of  Tiresias.  But  at  length  the  soul  of  Theban  Tiresias  came  on 
holding  a  golden  sceptre,  but  me  he  knew  and  addressed  : 

"  '  O  Zeus-born  son  of  Laertes,  why,  O  wretched  one,  leaving  the  light  of  the 
sun,  hast  thou  come,  that  thou  mayest  see  the  dead  and  this  joyless  region  ?  but  go 
back  from  the  trench,  and  hold  off  thy  sharp  sword,  that  I  may  drink  the  blood  and 
tell  thee  what  is  unerring.' 

"Thus  he  spoke;   but   I  retiring  back,    fixed  my  silver-hilted   sword   in   the 


Siren  Taken  from  a  Tomb. 

Later  conception.     Now  in  the 

Louvre.   Bouillon  Musee,  IIL, 

Bas-relief  6.     B.  D.,  1645. 


Herakles  Plucking  the  Apple  of 

THE  HeSPERIDES. 


sheath  ;  but  when  he  had  drunk  the  black  blood,   then  at  length  the  blameless 
prophet  addressed  me  with  words  : 

"  'Thou  seekest  a  pleasant  return,  O  illustrious  Odysseus;  but  the  deity  will 
render  it  difficult  for  thee;  for  I  do  not  think  that  thou  wilt  escape  the  notice  of 
Poseidon,  who  has  set  wrath  in  his  mind  against  thee,  enraged  because  thou  hast 
blinded  his  dear  son  (Polyphaemon  the  Cyclops).  But  still,  even  so,  .  .  .  thou 
mayest  return  to  Ithaca,  although  suffering  ills  .  .  .  but  thou  wilt  find  troubles  in 
thine  house,  overbearing  men,  who  consume  thy  livelihood,  wooing  thy  goddess- 
like wife,  and  offering  themselves  for  her  dowry  gifts.     But  certainly  when  thou 
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comest  thou  wilt  revenge  their  violence  .  .  .  but  death  will  come  upon  thee  away 
from  the  sea,  gentle,  very  much  such  a  one,  as  will  let  thee  die,  taken  with  gentle 
old  age;  and  the  people  around  thee  will  be  happy:  these  things  I  tell  thee  true.' 

"  Thus  he  spoke :  but  I  answering  addressed  him  :  '  O  Tiresias,  the  gods  them- 
selves have  surely  decreed  these  things.  But  come,  tell  me  this,  and  relate  it  truly. 
I  behold  this  the  soul  of  my  deceased  mother,  she  sits  near  the  blood  in  silence,  nor 
does  she  dare  to  look  openly  at  her  son,  nor  to  speak  to  him.  Tell  me,  O  king,  how 
she  can  know  me,  being  such  a  one.' 

"Thus  I  spake;  but  he  immediately  answering  addressed  me:  'I  will  tell 
thee  an  easy  word,  and  will  place  it  in  thy  mind  ;  whomsoever  of  the  deceased  dead 
thou  sufferest  to  come  near  the  blood,  he  will  tell  thee  the  truth  ;  but  whomsoever 
thou  grudgest  it,  he  will  go  back  again.' 

"  Thus  having  spoke,  the  soul  of  king  Tiresias  went  within  the  house  of  Pluto, 
when  he  had  spoken  the  oracles  :  but  I  remained  there  firmly,  until  my  mother 
came  and  drank  of  the  blood  ;  but  she  immediately  knew  me,  and  lamenting  ad- 
dressed to  me  winged  words  : 

"  '  My  son,  how  didst  thou  come  under  the  shadowy  darkness,  being  alive?  but 
it  is  difficult  for  the  living  to  behold  these  things  ;  [for  in  the  midst  there  are  mighty 
rivers  and  terrible  streams,  first  indeed  the  ocean,  which  it  is  not  possible  to  pass, 
being  on  foot,  except  any  one  have  a  well-built  ship.]  Dost  thou  now  come  here 
wandering  from  Troy,  with  thy  ship  and  companions,  after  a  long  time?  nor  hast 
thou  seen  thy  wife  in  thy  palace  ? ' 

"  Thus  she  spoke  ;  but  I  answering  addressed  her,  '  O  my  mother,  necessity  led 
me  to  Hades,  to  consult  the  soul  of  Theban  Tiresias.  For  I  have  not  yet  come  near 
Achaia,  nor  have  I  ever  stept  upon  my  own  land,  but  I  still  wander  about  .  .  .  tell 
me  the  counsel  and  mind  of  my  wooed  wife,  whether  does  she  remain  with  her  son, 
and  guard  all  things  safe  ?  or  now  has  one  of  the  Grecians,  whoever  is  the  best, 
wedded  her  ? ' 

"  Thus  I  spoke;  but  my  venerable  mother  immediately  answered  me:  'She 
by  all  means  remains  with  an  enduring  mind  in  thy  palace  :  and  her  miserable 
nights  and  days  are  continually  spent  in  tears  ...  I  perished  and  drew  on  my  fate. 
Nor  did  the  well-aiming,  shaft-delighting  [goddess],  coming  upon  me  with  her  mild 
weapons,  slay  me  in  the  palace.'  Nor  did  any  disease  come  upon  me,  which  espe- 
cially takes  away  the  mind  from  the  limbs  with  hateful  consumption.  But  regret 
for  thee,  and  cares  for  thee,  O  illustrious  Odysseus,  and  kindness  for  thee,  deprived 
me  of  my  sweet  life.' 

"Thus  she  spoke;  but  I,  meditating  in  my  mind,  wished  to  lay  hold  of  the 
soul  of  my  departed  mother.  Thrice  indeed  I  essayed  it,  and  my  mind  urged  me 
to  lay  hold  of  it,  but  thrice  it  flew  from  my  hands,  like  unto  a  shadow,  or  even  to 
a  dream  :  but  sharp  grief  arose  in  my  heart  still  more  ;  and  addressing  her,  I  spoke 
winged  words  : 

"  '  Mother  mine,  why  dost  thou  not  remain  for  me,  desirous  to  take  hold  of 
thee,  that  even  in  Hades,  throwing  around  our  dear  hands,  we  may  both  be  satiated 
with  sad  grief  ?  Has  illustrious  Persephone  sent  forth  this  an  image  for  me,  that  I 
may  lament  still  more,  mourning  ?  ' 

"  Thus  I  spoke  ;  my  venerable  mother  immediately  answered  me  :  '  Alas  !  my 
son,  unhappy  above  all  mortals,  Persephone,  the  daughter  of  Zeus,  by  no  means 
deceives  thee,  but  this  is  the  condition  of  mortals,  when  they  are  dead.  For  their 
nerves  no  longer  have  flesh  and  bones,  but  the  strong  force  of  burning  fire  subdues 

1  Artemis. 
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them,  when  first  the  mind  leaves  the  white  bones,  and  the  soul,  like  as  a  dream, 
flittering,  flies  away.  But  hasten  as  quick  as  possible  to  the  light ;  and  know  all 
these  things,  that  even  hereafter  thou  mayest  tell  them  to  thy  wife.' 

"There  then  I  beheld  Minos,  the  illustrious  son  of  Zeus,  having  a  golden 
sceptre,  giving  laws  to  the  dead,  sitting  down  ;  but  the  others  around  him,  the  king, 
pleaded  their  causes,  sitting  and  standing  through  the  wide-gated  house  of  Pluto. 

' '  After  him  I  beheld  vast  Orion,  hunting  beasts  at  the  same  time,  in  the  meadow 
of  asphodel,  which  he  had  himself  killed  in  the  desert  mountains,  having  an  all- 
brazen  club  in  his  hands,  forever  unbroken. 

■'And  I  beheld  Tityus,  the  son  of  the  very  renowned  earth,  lying  on  the  ground  ; 
and  he  lay  stretched  over  nine  acres  ;  and  two  vultures  sitting  on  each  side  of  him 
were  tearing  his  liver,  diving  into  the  caul  :  but  he  did  not  ward  them  off  with 
his  hands  ;  for  he  had  dragged  Leto,  the  celebrated  wife  of  Zeus,  as  she  was  going 
to  Pythos,  through  the  delightful  Panopeus. 

"  And  I  beheld  Tantalus  suffering  severe  griefs,  standing  in  a  lake:  and  it 
approached  his  chin.  But  he  stood  thirsting,  and  he  could  not  get  any  thing  to 
drink  ;  for  as  often  as  the  old  man  stooped,  desiring  to  drink,  so  often  the  water 
being  sucked  up,  was  lost  to  him  ;  and  the  black  earth  appeared  around  his  feet, 
and  the  deity  dried  it  up.  And  lofty  trees  shed  down  fruit  from  the  top,  pear  trees, 
and  apples,  and  pomegranates  producing  glorious  fruit,  and  sweet  figs,  and  flourish- 
ing olives  :  of  which,  when  the  old  man  raised  himself  up  to  pluck  some  with  his 
hands,  the  wind  kept  casting  them  away  to  the  dark  clouds. 

"And  I  beheld  Sisyphus,  having  violent  griefs,  bearing  an  enormous  stone 
with  both  [his  hands] :  he  indeed  leaning  with  his  hands  and  feet  kept  thrusting 
the  stone  up  to  the  top  :  but  when  it  was  about  to  pass  over  the  summit,  then 
strong  force  began  to  drive  it  back  again,  then  the  impudent  stone  rolled  to  the 
plain  ;  but  he,  striving,  kept  thrusting  it  back,  and  the  sweat  flowed  down  from  his 
limbs,  and  a  dirt  arose  from  his  head. 

"After  him  I  perceived  the  might  of  Hercules,  an  image;  for  he  himself 
amongst  the  immortal  gods  is  delighted  with  banquets,  and  has  the  fair-footed 
Hebe  [daughter  of  mighty  Zeus  and  golden-sandaled  Juno].  And  around  him 
there  was  a  clang  of  the  dead,  as  of  birds,  frighted  on  all  sides  ;  but  he,  like  unto 
dark  night,  having  a  naked  bow,  and  an  arrow  at  the  string,  looking  about  terribly, 
was  always  like  unto  one  about  to  let  fly  a  shaft.  And  there  was  a  fearful  belt 
around  his  breast,  the  thong  was  golden  :  on  which  wondrous  forms  were  wrought 
bears,  and  wild  boars,  and  terrible  lions,  and  contests,  and  battles,  and  slaughters, 
and  slayings  of  men  ;  he  who  devised  that  thong  with  his  art,  never  having  wrought 
such  a  one  before,  could  he  work  any  other  such.  But  he  immediately  knew  me 
when  he  saw  me  with  his  eyes,  and  pitying  me,  addressed  winged  words  : 

"  'O  Zeus-born  son  of  Laertes,  much-contriving  Odysseus,  ah!  wretched  one 
thou  too  art  certainly  pursuing  some  evil  fate,  which  I  also  endured  under  the 
beams  of  the  sun.  I  was  indeed  the  son  of  Zeus,  the  son  of  Saturn,  but  I  had  in 
finite  labor  ;  for  I  was  subjected  to  a  much  inferior  man,  who  enjoined  upon  me 
difficult  contests  :  and  once  he  sent  me  hither  to  bring  the  dog,  for  he  did  not  think 
that  there  was  any  contest  more  difficult  than  this.  I  indeed  brought  it  up  and  led 
it  from  Pluto's,  but  Hermes  and  blue-eyed  Athene  escorted  me.' 

"Thus  having  spoken,  he  went  again  within  the  house  of  Hades.  But  I  re- 
mained there  firmly,  if  by  chance  any  one  of  the  heroes,  who  perished  in  former 
times,  would  still  come  ;  and  I  should  now  still  have  seen  former  men,  whom  I 
wished,  Theseus,  and  Pirithous,  glorious  children  of  the  gods;  but  first   myriads 
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of  nations  of  the  dead  were  assembled  around  me  with  a  divine  clamor;  and  pale 
fear  seized  me,  lest  to  me  illustrious  Persephone  should  send  a  Gorgon  head  of  a 
terrific  monster  from  Orcus.  Going  then  immediately  to  my  ship,  I  ordered  my 
companions  to  go  on  board  themselves,  and  to  loose  the  halsers.  But  they  quickly 
embarked,  and  sat  down  on  the  benches.  And  the  wave  of  the  stream  carried  it 
through  the  ocean  river,  first  the  rowing  and  afterwards  a  fair  wind."' 

The  Greeks  clung  to  life  and  thus  the  shade  of  Achilles  says  to 
Odysseus  (in  the  eleventh  book  of  the  Odyssey'):  "I  would  prefer 
to  be  the  serf  of  the  poorest  and  most  destitute  man  on  earth  than 
to  rule  in  the  Under  World  over  the  departed  dead."  But  even  in 
the   days  when  the  Homeric  songs  were  collected  and  reduced  to 


The  Garden  of  the  Hesperides.''^ 
Vase-picture.      (Gerhard,  Ges.  AbJi.,  pi.  II.) 

the  shape  in  which  they  are  now,  a  more  optimistic  view  of  death 
began  to  take  hold  of  the  minds  of  the  people. 

The  belief  in  the  happy  condition  of  the  good  and  the  deserving 
was  introduced  at  an  early  date  from  Egypt.  The  Egyptian  "  Sech- 
nit  Aahlu,"  the  abode  of  bliss,  was  changed  into  "Elysium"  or 
the   Islands  of  the   Blessed,  which  were  supposed  to  be  situated 

1  Trans,  by  Buckley,  Bohn's  Library. 

2  Atlas  carries  the  stellar  dome  ;  Phosphoros,  the  morning  star,  and  Helios  (perhaps  Selene) 
sweep  across  the  heavens.  The  Hesperides  in  various  postures  (here  seven  in  number)  surround 
the  tree  with  the  golden  apples,  which  are  watched  by  the  dragon.  Herakles  descends  with  club 
in  hand. 
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in  the  West,  in  the  regions  of  the  Old  World  where  the  sun  sets. 
Minos,  Rhadamanthys^  and  ^Eakos  are  the  judges  who  admit  the 
worthy  and  condemn  sinners  to  be  confined  in  Tartaros.^ 

In  the  West,  too,  is  situated  the  garden  of  the  Hesperides, 
i.  e.,  the  Maids  of  Evening,  who  guard  the  tree  of  life  with  its  im- 
mortality-giving apples. 

It  is  noteworthy  that  only  the  shade  of  Heracles  is  in  Hades ; 
he  himself  lives  in  Olympus.  Some  elect  men  do  not  go  down  to 
Hades,  but  are  transferred  to  the  Elysian  fields  where  they  abide 
in  a  transfigured  state  without  ever  tasting  death.  Proteus  proph- 
esies this  enviable  fate  to  Menelaos,  the  husband  of  Helen  : 

"But  for  thee,  O  noble  Menelaos,  it  is  not  decreed  by  the  gods  to  die,  and 
meet  with  thy  fate  in  horse-pasturing  Argos  ;  but  the  immortals  will  send  you  to  the 
Elysian  plain,  and  the  boundaries  of  the  earth,  where  is  auburn-haired  Rhadaman- 
thys  ;  there  of  a  truth  is  the  most  easy  life  for  men.  There  is  nor  snow,  nor  long 
winter,  nor  ever  a  shower,  but  ever  thus  the  ocean  sends  forth  the  gently  blowing 
breezes  of  the  west  wind,  to  refresh  men  ;  [such  will  be  thy  fate]  because  thou  pos- 
sessest  Helen,  and  art  the  son-in-law  of  Zeus!  " — Odyssey  IV,  561  ff. 

All  these  n^yths  have  lost  their  significance  for  us,  but  to  the 
Greek  mind  they  were  aglow  with  life  and  inspiration,  and  replete 
with  noble  thoughts. 

The  idea  of  the  death  of  the  soul  and  the  notions  of  its  fate  in 
the  Land  of  the  Shades  exercised  a  powerful  influence  over  the 
moral  conceptions  of  the  people.      Says  Plato  : 

"When  a  man  is  confronted  with  the  thought  that  he  must  die,  fear  and  care 
overcome  him  concerning  things  which  before  he  did  not  mind  ;  for  the  myths,  so 
called,  about  Hades,  how  the  wrong-doer  will  be  punished  there,  so  long  ridiculed, 
then  cause  his  soul  to  turn  back." 

^'E—si6dv  Tig  f};rr  ij  rov  olea^ai  re'/.Evdyaeiv^  naepx^Tai  avro  6(og 
Kal  (PpovtIq  TTEfH  div  £fiTrpocrdti'  o'vk  daijtf  ol  te  yap  7.Ey6jiEVOL  fivdoi  TTEpl 
Tuv  hv  a6oi\  coQ  Tov  ivdai\E  (KSiKi'/oavra  6eI  ekeI  6i6uvai  6iKr/v,  KarayEAuu 

EVOl  TEUq,   TOTE  6//  aTpEfOVCLV  aVTOV    Tl/V  lj>VX''/>'. 

—Plato,  /)e  rep.,  I,  33od. 
Greek  religion  had  its  serious   aspects  and  was  taken  seriously 
by  the  Greeks.      The  moral   teachings  of  the  Greek  sages  show  us 
the  depth  of  their  religious  sentiments. 

iThe  word  Rhadamanthys  also  betrays  Egyptian  origin.  As  A-ahlu  changed  to  Elysium,  so 
the  words  Ra  of  Amenti,  i.  e.,  the  god  ruling  in  the  Nether  World,  were  Hellenised  into  Rhada- 
manthys. 

2  Homer  speaks  of  Elysium  and  Rhadamanthys,  while  Hesiod  following  the  Cretan  version  of 
the  legend  makes  Kronos  the  ruler  in  the  Islands  of  the  Blessed. 


CORNELIUS  PETRUS  TIELE. 

IN  COMMEMORATION  OF  HIS  SEVENTIETH  BIRTHDAY. 

BY   MORRIS  JASTROW,    JR. 

THERE  are  few  institutions  of  learning  which  can  boast  of  so 
large  an  array  of  famous  scholars  as  the  venerable  Univer- 
sity of  Leiden.  It  points  with  pride  to  Scaliger,  Scholten,  Boer- 
haave,  Cobet,  Dozy,  Kuenen,  and  many  others  who  were  great  men 
as  well  as  great  scholars — men  who  made  a  permanent  impress 
upon  the  course  of  scholarship,  without  whom  the  world  would  be 
poorer  in  thought  and  less  advanced  in  knowledge.  Professor 
Tiele,  who  celebrates  his  seventieth  birthday  on  the  i6th  of  De- 
cember, igoo,  belongs  to  this  group.  His  presence  in  the  Leiden 
faculty  sheds  lustre  upon  the  institution,  and  he  stands  to-day  a 
living  witness  to  the  fact  that  the  University  of  Leiden  continues 
the  traditions  of  the  past.  Born  in  a  village  on  the  outskirts  of 
Leiden  in  1830,  he  came  to  Amsterdam  in  1856  to  pursue  theolo- 
gical, linguistic,  and  historical  studies.  Upon  graduating,  he 
entered  the  active  ministry  and  after  serving  in  some  smaller 
places,  was  called  to  the  charge  of  a  congregation  in  Rotterdam  in 
1873.  He  remained  there  till  1877,  when  he  was  elected  to  a  chair, 
first  of  Theology,  and  then  of  the  History  and  Philosophy  of  Reli- 
gion at  the  University  of  Leiden.  Since  that  time  he  has  remained 
identified  with  that  institution,  becoming  a  most  influential  mem- 
ber in  its  council,  honored  with  the  rectorship,  training  a  large 
number  of  pupils,  and  unfolding  a  remarkable  literary  and  schol- 
arly activity. 

Such  are  the  few  and  simple  facts  of  a  life  which  is  full  of 
notable  achievements  in  the  domain  of  science.  The  late  Max 
Muller,  Tiele,  and  Albert  R^ville, — the  latter  his  senior  by  a  few 
years, — constitute    a    distmguished    trio    of    exponents    of    a   new 
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branch  of  investigation — the  historical  study  of  religions.     Strange 
as  it  may  seem,  it  is  only  within   this  century  that  scientific  meth- 


Professor  Tiele  in  His  Study. 
From  his  latest,  unpublished,  photograph. 

ods  have  been  applied  to  the  investigation  of  religious  phenomena. 
The  patient  gathering  of  facts  and  the  interpretation  ofthese  facts 
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in  the  light  of  the  actual  course  taken  by  a  particular  religion — the 
two  chief  axioms  of  the  historical  method — marked  a  new  depar- 
ture in  scholarly  activity  which  will  always  be  associated  with  these 
three  men.  Early  in  his  career,  Tiele  foreshadowed  his  peculiar 
adaptability  for  researches  within  the  domain  of  religious  history. 
In  1864  his  first  larger  publication  appeared,  dealing  with  Zoro- 
astrianism.^  This  monograph  established  his  reputation  as  a  scien- 
tific worker  of  the  first  order.  It  reveals  the  thorough  learning, 
the  sympathetic  spirit,  the  keen  insight  into  the  workings  of  the 
religious  instinct,  and  the  philosophical  grasp  which  characterise 
all  of  Professor  Tiele's  writings.  It  also  shows  the  fine  literary 
touch  and  the  graces  of  a  polished  style,  which  make  the  products 
of  his  pen,  even  through  the  medium  of  a  translation,  delightful 
reading,  quite  apart  from  their  intrinsic  value.  This  work  was 
followed  five  years  later  by  the  first  part  of  a  more  ambitious  un- 
dertaking on  the  comparative  history  of  the  Egyptian  and  of  the 
Semitic  religions. ^  In  1872  this  important  achievement  was  com- 
pleted. Its  recognition  as  the  standard  work  on  the  subject  was 
emphasised  by  the  appearance  of  a  French  translation  in  1882  in- 
troduced to  the  French  public  by  a  preface  from  the  pen  of  Albert 
Reville,  in  which  the  importance  of  the  work  is  well  set  forth.  Suf- 
fice it  to  say  that  to-day,  after  twenty  eight  years  of  incessant  re- 
searches and  vastly  enriched  material,  Tiele's  history  still  retains 
its  position  as  a  profound  and  suggestive  contribution,  which  in  its 
main  points  represents  the  established  data  of  scientific  investiga- 
tion. 

Previous,  however,  to  the  appearance  of  this  French  trans- 
lation, Tiele's  reputation  had  passed  beyond  the  borders  of  his  na- 
tive land.  In  1876,  he  published  a  general  manual  of  the  History 
of  Religions  down  to  the  domination  of  the  universal  religions 
which  in  1877  appeared  in  an  English  garb,^  and  in  1880  in  a 
French  translation,^  and  a  few  years  later  in  a  German  translation. 
These  publications  are  far  from  exhausting  Tiele's  activity  during 
this  first  part  of  his  career.  Numerous  articles,  dealing  either  with 
the  method  of  the  historical  study  of  religion  or  with  some  special 
points  in  one  or  the  other  of  the  many  religions  which  at  different 
times  engaged   his  attention,  appeared  in  the  scientific  or  literary 

1  Z>?  Goiisdienst  von  Zarathusira  (Haarlem,  1864). 

2  French  translation  by  G.  Collins  under  the  title  Histoire  conipar^e  des  ancicnnes  religions  de 
I'Egypie  et  des  feuples  Seiiiiiigues  (Paris,  18H2J. 

Z  Outlines  of  the  History  0/  Religion  [Eng.  translation,  London,  1877]. 
4A  second  edition  was  published  in  1885. 
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periodicals  of  Holland — notably  the  Theologischc  Tijdschrift  and  de 
Gids — France  and  Germany.  He  found  time  in  the  midst  of  his 
special  studies  to  make  a  thorough  study  of  the  cuneiform  sources 
for  Babylonian  and  Assyrian  history,  and  produced  in  1885  ^  by  far 
the  best  work  on  the  subject  and  which  to-day  would  merely  re- 
quire some  supplemental  chapters,  embodying  the  additions  to  our 
knowledge  of  the  early  history  of  Babylonia  and  some  modifica- 
tions in  the  presentation  of  the  later  periods,  to  be  as  useful  as  it 
was  fifteen  years  ago.  It  is  to  be  hoped  that  the  distinguished 
Professor  will  find  the  leisure  to  do  this,  for  among  younger  schol- 
ars there  is  none  who  has  shown  himself  to  possess  the  faculty  of 
writing  history  in  the  degree  which  Tiele  manifests.  Several  vol- 
umes of  sermons  and  addresses  were  also  published  by  him  between 
1870  and  1885,  as  well  as  a  volume  of  poetry  which  passed  into  a 
second  edition.  When  a  new  edition  of  the  Encyclopcedia  Britannica 
was  called  for,  it  was  to  the  Leiden  professor  as  the  recognised 
most  eminent  authority  on  the  subject  that  the  English  editors 
turned  for  the  important  article  on  "Religion" — forming  quite  a 
monograph  by  itself. 

It  is  characteristic  of  the  unabated  activity  of  the  man  that  at 
a  time  when  most  scholars  begin  to  look  forward  to  some  years  of 
rest  from  arduous  labors,  Tiele  undertook  two  tasks  of  vast  dimen- 
sions,— the  one  the  preparation  of  an  extensive  work  on  the  His- 
tory of  Religion  in  Ancient  Times  Down  to  the  Days  of  Alexander  the 
Great,  the  second  the  acceptance  of  the  invitation  of  the  Trustees 
of  the  Gifford  Lecture  Fund  to  come  to  Edmburgh  and  deliver 
two  courses  of  lectures  on  the  Elements  of  the  Science  of  Religioti. 
The  first  volume  of  the  large  history  of  religion  appeared  in  1893,2 
the  second  a  few  years  later.  His  first  course  of  Gifford  Lectures 
was  delivered  in  1896,  the  second  in  1897.  On  both  occasions  he 
was  greeted  by  large  and  enthusiastic  audiences,  and  it  is  generally 
admitted  that  the  two  volumes  embodying  these  lectures^  consti- 
tute one  of  the  very  best  of  the  Giffford  publications.  In  these  two 
publications  Professor  Tiele  sums  up  in  a  measure  the  results  of 
his  life's  work,  the  history  affording  him  an  opportunity  to  supple- 
ment his  earlier  publications  by  embodying  the  results  of  recent 
researches,  while  in  the  Gifford  lectures  he  enunciates  and  elab- 

'^  Babylonisch-Assyrischc  Geschichte  (Gotha,  18S5). 

2  A  German   translation   by  G.  Gehrich   under  the  title  Geschichte  der  Religion  im  Alter thum 
bis  auf  Alexander  den  Grossen  (Gotha,  1895). 

^Elements  of  the  Science  of  Religion.     Vol.  I.,  Morphological.     Vol.  II.,  Ontological.     (Edin- 
burgh,  1897-1899.) 
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orates  the  general  principles  which  are  to  serve  as  a  guide  in  the 
study  of  religion,  and  likewise  expresses  his  own  mature  views  on 
some  of  the  fundamental  problems  involved  in  the  study.'  These 
Gifford  lectures  thus  have  a  permanent  value,  and  whatever  the 
results  of  further  special  researches  may  be,  Tiele's  latest  publica- 
tion will  retain  its  place  as  an  introductory  manual,  indispensable 
to  any  student  of  the  history  of  religion. 

When  he  began  his  career,  the  field  of  investigation  which  he 
chose  had  not  yet  found  recognition  in  the  University  curriculum. 
As  a  result  of  his  labors  and  those  of  the  small  band  of  co-workers, 
there  are  at  least  three  countries  in  which  provision  has  been  made 
for  the  study, — at  the  four  universities  of  Holland,  in  Paris,  and  in 
a  number  of  American  universities, — notably  Chicago  and  Cornell, 
— while  in  England  the  establishing  of  the  Hibbert  and  Gifford 
Lectures  is  an  outcome  of  the  enlarged  interest  in  the  historical 
study  of  religions,  through  the  quiet  but  effective  labors  of  such 
men  as  Cornelius  Petrus  Tiele.  No  wonder  then  that  scholars  in 
all  parts  of  the  world  are  uniting  to  do  him  homage  on  his  ap- 
proaching seventieth  birthday.  His  splendid  career  forms  an  in- 
spiration to  younger  men,  and  no  less  attractive  than  Tiele  the 
scholar,  is  Tiele  the  man.  A  charming  personality,  made  addition- 
ally attractive  by  innate  modesty  and  extreme  kindness  of  disposi- 
tion, he  is  the  natural  center  of  any  circle  which  he  enters.  Be- 
loved by  "town  and  gown,"  his  beautiful  house  in  Leiden,  presided 
over  by  Madame  Tiele — herself  a  rare  hostess — is  a  gathering  place 
for  the  best  that  the  city  holds.  At  the  International  Oriental  Con- 
gresses, he  is  singled  out  by  the  choice  of  his  colleagues  for  special 
honors.  His  students  become  his  loving  disciples  who  regard  their 
master  as  their  firmest  friend.  Occupying,  besides  his  chair  at  the 
University,  the  superintendence  of  the  preparation  for  the  ministry 
of  the  young  men  belonging  to  the  "Remonstrant"  section  of  the 
Protestant  Church — which  corresponds  in  a  measure  to  the  ad- 
vanced Unitarian  Church  of  England  and  America, — he  has  ex- 
erted a  profound  influence  on  the  religious  thought  in  his  own 
country.  Deeply  interested  in  all  that  concerns  Holland,  his  voice 
has  often  been  uplifted  to  promote  national  ideals.  His  services 
to  science  and  to  education  have  been  recognised  by  his  sovereign, 
who  on  the  occasion  of  her  throne-ascension  in  i8gg  capped  the 
precious  decorations  bestowed  upon  him  by  granting  him  the  rank 
of  "Chevalier"  of  the  Orange-Nassau  order, — the  highest  honor  in 
her  gift  for  a  scholar. 

1  See  a  review  by  the  writer  in  The  Neui  Worhi  (1899,  PP-  .VS-S^z)- 
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A  man  of  broad  scholarship  will  generally  be  found  to  be  a 
man  of  broad  interests.  Professor  Tiele  therefore  counts  among 
his  friends,  artists,  litterateurs,  statesmen,  as  well  as  the  scholars  in 
all  professions,  and  not  only  in  his  own  country,  but  in  France, 
Great  Britain,  Germany,  and  Italy.  He  has  received  honorary  de- 
grees from  the  Universities  of  Bologna,  Dublin,  and  Edinburgh, 
and  learned  societies  in  all  parts  of  the  world  have  conferred  hon- 
orary membership  upon  him.  Full  of  honors,  he  stands  at  the 
threshold  of  three  score  and  ten  with  unabated  vigor  of  mind  and 
body.  He  may  be  seen  any  fine  morning  riding  through  the  streets 
of  Leiden  on  horseback,  and  presenting  the  appearance  of  a  man 
in  the  fifties.  A  year  ago  he  contemplated  accepting  an  invitation 
from  the  American  Committee  for  Lectures  on  the  History  of  Re- 
ligions to  deliver  courses  of  lectures  in  the  prominent  cities  of  the 
Ignited  States,  and  he  declined  merely  on  the  score  that  he  could 
not  afford  to  take  leave  of  absence  for  three  months  from  his  teach- 
ing duties.  Young  at  seventy,  he  is  full  of  plans  for  the  future 
which  in  the  interest  of  science  it  is  earnestly  hoped  that  he  will  be 
enabled  to  carry  out. 


FRIEDRICH  MAX  MULLER. 


BY  T.    J.    MCCORMACK. 

WITH  the  death  of  Friedrich  Max  Miiller,  on  October  28th  of 
this  year,  one  of  the  most  notable  personages  of  the  aca- 
demic world  passed  from  the  stage  of  history.  We  say  "stage" 
advisedly,  for  Max  Miiller's  career  was  in  more  senses  than  one 
histrionic,  in  the  best  sense  of  that  word,  and  there  was  hardly  a 
moment  of  his  life  that  he  did  not  stand  prominently  and  conspic- 
uously before  the  public  notice.  To  the  unlearned  world  at  large, 
he  was  the  personification  of  philological  scholarship, — a  scholar- 
ship which  he  knew  how  to  render  accessible  to  his  public  in  inimit- 
ably simple  and  charming  style.  There  was  no  domain  of  philoso- 
phy, mythology,  or  religion,  that  he  left  untouched  or  unmodified 
by  his  comprehensive  researches,  and  the  Science  of  Language, 
which  is  the  greatest  scholastic  glory  of  the  German  nation,  would 
appear,  judging  from  his  books  alone,  to  have  received  in  him  its 
final  incarnation  and  Messianic  fulfilment.  There  was  no  national 
or  international  dispute  of  modern  times,  ever  so  remotely  con- 
nected with  philological  questions,  but  his  ready  pen  was  seen 
swinging  in  the  thick  of  the  combat,  and  his  Sanskrit  roots  made 
to  bear  the  burden  of  a  people's  destiny.  He  was  the  recipient  of 
more  academic  honors,  orders,  titles,  royal  and  imperial  favors, 
perhaps,  than  any  other  scholar  since  Humboldt,  and  he  bore  the 
greatness  that  was  thrust  upon  him  with  the  grace  and  dignit}'  of 
a  born  aristocrat.  Many  were  the  pummellings  he  received  from 
the  hands  of  his  less  favored  but  more  plodding  colleagues  ;  yet 
their  buffets  of  ink  but  served  to  throw  his  Titanic  figure  into 
greater  relief,  and  to  afford  him  an  opportunity  by  his  delicate, 
insidious  irony  to  endear  himself  still  more  to  his  beloved  public. 
Apart  from  his  great  and  sound  contributions  to  the  cause  of  learn- 
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ing  and  thought,  which  none  will  deny,  Max  Miiller's  indisputably 
greatest  service  was  to  have  made  knowledge  agreeable, — nay, 
even  fashionable, — and  his  proudest  boast  was  that  when  deliver- 
ing his  lectures  on  the  Science  of  Language  at  the  Royal  Institu- 
tion, Albemarle  street  was  thronged  with  the  crested  carriages  of 
the  great,  and  that  not  only  "the  keen  dark  eyes  of  Faraday," 
"the  massive  face  of  the  Bishop  of  St.  David's,"  but  even  the 
countenances  of  royalty,  shone  out  upon   him   from  his  audiences. 

Friedrich  Maximilian  Miiller  was  born  in  Dessau,  Germany, 
on  December  6,  1823.  He  was  the  son  of  the  well-known  German 
poet  Wilhelm  Miiller,  the  great-grandson  of  Basedow,  the  reformer 
of  national  education  in  all  Germany,  and  the  grandson  of  a 
Prime  Minister  to  the  Duke  of  Anhalt-Dessau.  His  environment 
was  thus,  from  the  start,  one  of  the  highest  culture,  and  he  re- 
ceived through  its  advantages  a  thorough  education,  especially  in 
music,  in  which  he  was  very  proficient.  At  Leipsic,  where  he  at- 
tended the  famous  Nicolai  School,  and  afterwards  the  University, 
he  lived  in  the  musical  house  of  Professor  Carus,  father  of  Prof. 
V.  Carus,  the  translator  of  Darwin,  where  he  gained  the  friendship 
of  Mendelssohn,  Liszt,  David,  Kalliwoda,  Hiller,  and  Clara  Schu- 
mann. Here,  and  afterwards  at  Berlin,  Paris,  and  London,  he  made 
the  acquaintance  of  the  great  notabilities  of  the  day,  among  whom 
were  numbered  Riickert,  Humboldt,  Burnouf,  Froude,  Ruskin, 
Carlyle,  Faraday,  Grote,   Darwin,  Emerson,  Lowell,  and  Holmes. 

It  was  the  Orientalist  Burnouf  that  encouraged  him  to  pub- 
lish the  first  edition  of  the  Rig-Veda, — a  labor  which  brought  him 
to  England  in  1846  and  which  he  completed  twenty  five  years 
afterwards,  having  laid  in  the  meantime  the  foundation  of  his 
career  and  become  a  fellow  of  Oxford,  an  incumbent  of  two  pro- 
fessorships, and  curator  of  the  Oriental  Works  of  the  Bodleian 
Library.  His  edition  of  the  Rig  Veda,  his  History  of  Ancient  San- 
skrit Literature,  and  his  Six  Systems  of  Indian  Philosophy  are  the 
works  on  which  his  technical  reputation  stands.  Of  that  enormous 
and  meritorious  undertaking,  the  translation  of  the  Sacred  Books  of 
the  East  (49  vols.),  he  was  the  editor,  but  personally  translated  only 
the  Upanishads,  the  Vedic  Hyrnns,  the  Dhammapada  and  some  of  the 
Mahayana  texts.  His  numerous  other  writings,  on  the  Science  0/ 
Language  (2  volumes,  1861-1864),  the  Science  of  Thought  (2  vol- 
umes, 1887),  the  Science  of  Religion  (6  volumes,  Hibbert  and  Gifford 
Lectures,  1870-1892),  important  as  they  are,  were  rather  popular 
and  expository  in  their  nature  and  devoted  to  the  presentation  of 
his  own  personal  philosophy,  which  to  the  very  end  of  his  life  he 
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propagated  and  defended  with  uncommon  ardor  and  success.  In 
all  these  works  we  read  Max  Muller  the  philosopher  and  theorist, 
not  Max  Muller  the  philologist.  In  fact,  he  expressly  disclaimed 
being  a  philologist  in  the  pure  technical  sense,  and  boldly  hailed 
himself  as  the  protagonist  of  a  new  science, — the  Science  of  Lan- 
guage, which  was  to  him  but  a  means  to  an  end,  "a  telescope  to 
watch  the  heavenly  movements  of  our  thoughts,  a  microscope  to 
discover  the  primary  cells  of  our  concepts."  And  whatever  im- 
press he  left  upon  the  thought  of  his  time,  will  have  come  from 
these  works.  In  addition  to  this,  he  was  the  apostle  and  guide 
of  the  great  public  in  the  domain  of  linguistic  science,  and  he  ranks 
with  Huxley  and  Tyndall  as  a  shaper  of  popular  scientific  thought. 
Two  of  his  little  books.  Three  Introductory  Lectures  on  the  Science 
of  Thought  and  Three  Lectures  on  the  Science  of  Language,  together 
with  the  essay  Persona,  were  published  in  the  first  numbers  of  The 
Open  Coitrt  and  afterwards  appeared  in  book  form.  These  books 
sum  up  in  elegant  and  terse  manner  his  philosophy,  and  we  shall 
devote  a  few  words  to  them  after  we  have  dwelt  more  at  length  on 
his  interesting  personality. 

PERSONAL  REMINISCENCES. 

Max  Miiller's  career  as  a  scholar  and  philosopher  was  indis- 
solubly  connected  with  his  career  as  a  man,  and  his  thought  and 
his  controversies  in  the  latter  half  of  his  life  were  all  colored  by 
his  dominant  ambitions.  In  his  delightful  reminiscences,  entitled 
Auld  Lang  Syne-,  published  two  years  before  his  death  (New  York, 
Scribner's),  Professor  Muller  has  himself  told  many  stories  which 
are  illustrative  of  the  high  estimation  in  which  he  was  held  by  the 
world.  One  circles  about  the  import  of  a  witty  letter  of  Darwin's, 
whom  he  had  combated  on  the  ground  that  language  formed  an 
inseparable  barrier  between  brute  and  man.  Romanes  regarded 
the  letter  as  an  instance  of  Darwin's  "extraordinary  humility." 
Professor  Muller  saw  in  it  more  of  humor  than  humility,  and  mod- 
estly deprecates  the  notion  that  he  should  ever  have  been  thought 
guilty  of  considering  it  as  a  trophy.  We  think  that  neither  Romanes 
nor  Muller  has  read  the  letter  aright.      The  following  is  the  text: 

Down,  I^eckenham,  Kent,  15th  Oct.,  1875. 
My  Dear  Sir  ; — 

I  am  greatly  obliged  to  you  for  so  kindly  sending  me  your  essay,  which  I  am 
sure  will  interest  me  much.  With  respect  to  our  differences,  though  some  of  your 
remarks  have  been  rather  stinging,  they  have  all  been  made  so  gracefully,  I  declare 
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that  I  am  like  the  man  in  the  story  who  boasted  that  he  had  been  soundly  horse- 
whipped by  a  Duke. 

Pray  believe  me,  yours  very  sincerely, 

Charles  Darwin. 

In  his  Recollections  of  Royalty,  he  tells  of  an  amusing  incident 
that  nearly  prevented  his  compliance  with  an  invitation  to  dine 
with  the  King  of  Prussia  at  Potsdam,  together  with  Humboldt. 

"  But  a  curious  intermezzo  happened.  While  I  was  quietly  sitting  in  my  room 
with  my  mother,  a  young  lieutenant  of  police  entered,  and  began  to  ask  a  number 
of  extremely  silly  questions — why  I  had  come  to  Berlin,  when  I  meant  to  return 
to  England,  what  had  kept  me  so  long  in  Berlin,  etc.  After  I  had  fully  explained 
to  him  that  I  was  collecting  Sanskrit  MSS.  at  the  Royal  Library,  he  became  more 
peremptory,  and  informed  me  that  the  police  authorities  thought  that  a  fortnight 
must  be  amply  sufficient  for  that  purpose  (how  I  wished  that  it  had  been  so!),  and 
that  they  requested  me  to  leave  Berlin  within  twenty-four  hours.  I  produced  my 
passport,  perfectly  en  regie ;  I  explained  that  I  wanted  but  another  week  to  finish 
my  work.  It  was  all  of  no  avail,  I  was  told  that  I  must  leave  in  twenty-four  hours. 
I  then  collected  my  thoughts,  and  said  very  quietly  to  the  young  lieutenant,  'Please 
to  tell  the  police  authorities  that  I  shall,  of  course,  obey  orders,  and  leave  Berlin 
at  once,  but  that  I  must  request  them  to  inform  His  Majesty  the  King  that  I  shall 
not  be  able  to  dine  with  him  to-night  at  Potsdam.'  The  poor  young  man  thought 
I  was  laughing  at  him,  but  when  he  saw  that  I  was  in  earnest  he  looked  thunder- 
struck, bowed,  and  went  away.  ...  It  was  not  long,  however,  before  another  police 
official  appeared,  an  elderly  gentleman  of  pleasant  manners,  who  explained  to  me 
how  sorry  he  was  that  the  young  lieutenant  of  police  should  have  made  so  foolish 
a  mistake.  He  begged  me  entirely  to  forget  what  had  happened,  as  it  would  seri- 
ously injure  the  young  lieutenant's  prospects  if  I  lodged  a  complaint  against  him. 
I  promised  to  forget,  and,  at  all  events,  not  to  refer  to  what  had  happened  in  the 
Royal  presence." 

The  young  professor  returned  from  Sans  Souci  in  the  carriage 
with  Humboldt  : 

"I  could  not  resist  telling  him  [Humboldt]  in  strict  confidence  my  little  ad- 
venture with  the  police  lieutenant,  and  he  was  highly  amused.  I  hope  he  did  not 
tell  the  King;  anyhow,  no  names  were  mentioned." 

He  was  on  intimate  terms  also  with  the  Crown  Prince  Fred- 
erick.     He  writes  of  their  meeting  at  Ems,  in  1871  : 

"  At  Ems  the  Prince  was  the  popular  hero  of  the  day,  and  wherever  he  showed 
himself  he  was  enthusiastically  greeted  by  the  people.  He  sent  me  word  that  he 
wished  to  see  me.  When  I  arrived,  the  antechambers  were  crowded  with  High- 
nesses, Excellencies,  Generals,  all  covered  with  stars  and  ribands.  I  gave  my  card 
to  an  A.  D.  C.  as  simple  Max  Miiller,  and  was  told  that  I  must  wait,  but  I  soon 
saw  there  was  not  the  slightest  chance  of  my  having  an  audience  that  morning.  I 
had  no  uniform,  no  order,  no  title.  From  time  to  time  an  officer  called  the  name 
of  Prince  So-and-So,  Count  So-and-So,  and  people  became  very  impatient.  Sud- 
denly the  Prince  himself  opened  the  door,  and  called  out  in  a  loud  voice,  'Maxi- 
milian, Maximilian,  kommen  Sie  herein  ! '  There  was  consternation  in  the  crowd 
as  I  walked  through,  but  I  had  a  most  pleasant  half-hour  with  the  Prince." 


73^  THE  OPEN  COURT. 

In  1888,  Max  Miiller  and  the  Crown  Prince  were  again  at 
Ems,  but  their  meeting  on  this  occasion  was  frustrated  : 

"  The  Crown  Prince  had  sent  me  word  that  he  wished  to  see  me  once  more  ;  but 
his  surroundings  evidently  thought  that  I  had  been  favoured  quite  enough,  and  our 
meeting  again  was  cleverly  prevented.  No  doubt  princes  must  be  protected  against 
intruders,  but  should  they  be  thwarted  in  their  own  wishes  ?" 

Not  to  mention  his  having  won  sixpence  from  the  Prince  of 
Wales  at  whist,  Professor  Miiller  was  the  recipient  of  many  other 
distinguished  favors  from  the  English  Royal  family,  notably  from 
Prince  Leopold,  who  during  his  stay  at  Oxford  always  reserved 
for  the  great  philologist  some  of  his  ancient  and  rare  Johannis- 
berger,  from  the  famous  crue  of  Prince  Metternich. 

"  Once  more  the  Prince  was  most  kind  to  me  under  most  trying  circumstances. 
I  was  to  dine  at  Windsor,  and  when  I  arrived  my  portmanteau  was  lost.  I  tele- 
graphed and  telegraphed,  and  at  last  the  po  tmanteau  was  found  at  Oxford  station, 
but  there  was  no  train  to  arrive  at  Windsor  I  efore  8  30.  Prince  Leopold,  who  was 
staying  at  Windsor,  and  to  whom  I  went  in  my  distress,  took  the  matter  in  a  most 
serious  spirit.  I  thought  I  might  send  an  excuse  to  say  that  I  had  had  an  accident 
and  could  not  appear  at  table;  but  he  said  :  'No,  that  is  impossible.  If  the  Queen 
asks  you  to  dinner,  you  must  be  there.'  He  then  sent  round  all  the  castle  to  fit  me 
out.  Everybody  seemed  to  have  contributed  some  article  of  clothing, — coat,  waist- 
coat, tie,  shorts,  shoes  and  buckles.  I  looked  a  perfect  guy,  and  I  declared  that  I 
could  not  possibly  appear  before  the  Queen  m  that  attire.  I  was  actually  penning 
a  note  when  the  8  30  train  arrived,  and  with  it  my  luggage,  which  I  tore  open, 
dressed  in  a  few  minutes,  and  appeared  at  dinner  as  if  nothing  had  happened. 

"Fortunately  the  Queen,  who  had  been  paying  a  visit,  came  in  very  late. 
Whether  she  had  heard  of  my  misfortunes,  I  do  not  know.  But  I  was  very  much 
impressed  when  I  saw  how,  with  all  the  devotion  that  the  Prince  felt  for  his  mother, 
there  was  this  feeling  of  respect,  nay,  almost  of  awe,  that  made  it  seem  impossible 
to  tell  his  mother  that  I  was  prevented  by  an  accident  from  obeying  her  command 
and  appearing  at  dinner." 

PHILOSOPHICAL. 

To  Max  Miiller  the  problem  of  the  origin  of  language  was  the 
problem  of  the  origin  of  thought,  and  in  the  researches  of  the  Sci- 
ence of  Language  were  contained  for  him  in  nuce  the  solutions  of 
the  Science  of  Thought.  Language,  for  him,  was  petrified  reason, 
the  geological  record  of  human  thought,  as  well  as  its  living  ve- 
hicle.     He  admires  above  all  its  simplicity:  ^ 

"If  we  have,  say,  eight  hundred  material  or  predicative  roots  and  a  small 
number  of  demonstrative  elements  given  us,  then,  roughly  speaking,  the  riddle  of 
language  is  solved.  We  know  what  language  is,  what  it  is  made  of,  and  we  are 
thus  enabled  to  admire,  not  so  much  its  complexity  as  its  translucent  simplicity.' 

But  whence  these  roots?     Here  is  the  delicate  question. 

1  The  following  quotations  are  from  Max  Miiller's  Three  Introiluetory  Lectures  on  the  Science 
of  Thought,  piiblifhed  by  the  Open  Court  Pub.  Co. 
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"There  are  three  things  that  have  to  be  explained  in  roots,  such  as  we  find 
them  : 

1.  Their  being  intelligible^,  not  only  to  the  speaker  but  to  all  who  listen  to  him  ; 

2.  Their  having  a  definite  body  of  consonants  and  vowels ; 

3.  Their  expressing  general  concepts." 

In  the  explanation  of  these  three  characteristics,  the  solution 
of  the  problem  lies.  The  sounds  of  nature,  even  those  emitted  by 
man  as  a  part  of  nature,  are  in  themselves  unmeaning ;  they  are 
physical  phenomena  merely.  And  this  is  also  true  of  the  emotional 
interjections  of  rational  human  beings:  they  are  mere  puffs  of 
wind,  individual  in  their  significance,  and  standing  on  the  same 
level  with  the  botv-ivo7i'  of  the  dog. 

"  It  was  Professor  Noire  who  first  pointed  out  that  roots,  in  order  to  be  intelli- 
gible to  others,  must  have  been  from  the  very  first  social  sounds. — sounds  uttered 
by  several  people  together.  They  must  have  been  what  he  calls  the  clamor  con- 
comitans,  uttered  almost  involuntarily  by  a  whole  gang  engaged  in  a  common 
work.  Such  sounds  are  uttered  even  at  present  by  sailors  rowing  together,  by 
peasants  digging  together,  by  women  spinning  or  sewing  together.  They  are 
uttered  and  they  are  understood.  And  not  only  would  this  clamor  concomiians  be 
understood  by  all  the  members  of  a  community,  but  on  account  of  its  frequent 
repetition  it  would  soon  assume  a  more  definite  form  than  belongs  to  the  shouts  of 
individuals,  which  constantly  vary,  according  to  circumstances  and  individual  ten- 
dencies." 

But  the  most  difficult  problem  still  remains.  How  did  those 
sounds  become  signs,  not  simply  of  emotions,  but  of  concepts? 
For  all  roots  are  expressive  of  concepts  ;  our  intellectual  life  is  all 
conceptual.      How  was  the  first  concept  formed? 

"  That  is  the  question  which  the  Science  of  Thought  has  to  solve.  At  present 
we  simply  take  a  number  of  sensuous  intuitions,  and  after  descrying  something 
which  they  share  in  common,  we  assign  a  name  to  it,  and  thus  get  a  concept.  For 
instance,  seeing  the  same  color  in  coal,  ink,  and  in  a  negro,  we  form  the  concept 
of  black ;  or  seeing  white  in  milk,  snow,  and  chalk,  we  form  the  concept  of  white. 
In  some  cases  a  concept  is  a  mere  shadow  of  a  number  of  percepts,  as  when  we 
speak  of  oaks,  beeches,  and  firs,  as  trees.  But  suppose  we  had  no  such  names  as 
black,  and  white,  and  tree,  where  would  our  concept  be  ? 

"We  are  speaking,  however,  of  a  period  in  the  growth  of  the  human  mind 
when  there  existed  as  yet  neither  names  nor  concepts,  and  the  question  which  we 
have  to  answer  is,  how  the  roots  which  we  have  discovered  as  the  elements  of  lan- 
guage came  to  have  a  conceptual  meaning.  Now  the  fact  is,  the  majority  of  roots 
express  acts,  and  mostly  acts  which  men  in  a  primitive  state  of  society  are  called 
upon  to  perform  ;  I  mean  acts  such  as  digging,  plaiting,  weaving,  striking,  throw- 
ing, binding,  etc.  All  of  these  are  acts  of  which  those  who  perform  them  are  ipso 
facto  conscious  ;  and  as  most  of  these  acts  were  continuous  or  constantly  repeated, 
we  see  in  the  consciousness  of  these  repeated  acts  the  first  glimmer  of  conceptual 
thought,  the  first  attempt  to  comprehend  many  things  as  one.  Without  any  effort 
of  their  own  the  earliest  framers  of  language  found  the  consciousness  of  their  own 
repeated    acts   raised    into   conceptual    consciousness,  while    the   sounds  by  which 
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these  acts  were  accompanied  became  spontaneously  what  we  now  call  conceptual 
roots  in  every  language." 

These  results  quite  agree  with  the  psychological  conclusions 
of  Professor  Mach  (see  The  Open  Court  for  June  of  this  year,  p. 
348,  "The  Concept"),  who  regards  concepts  as  bundles  of  direc- 
tions for  performing  definite  activities,  and  conceptual  names  and 
sounds  as  the  keys  that  unlock  the  impulses  to  these  activities  :  the 
whole  resting  on  the  conscious  repetition  of  actions. 

Professor  Noir^  emphasises  another  feature  of  the  process. 
He  thinks  that  "true  conceptual  consciousness  begins  only  from 
the  time  when  men  became  conscious  of  results,  of  facts,  and  not 
only  of  acts.  The  mere  consciousness  of  the  acts  of  digging,  strik- 
ing, binding,  does  not  satisfy  him.  Only  when  men  perceive  the 
results  of  their  acts — for  instance,  in  the  hole  dug,  in  the  tree 
struck  down,  in  the  reeds  tied  together  as  a  mat — did  they,  accord- 
ing to  him,  arrive  at  conceptual  thought  in  language." 

Such,  then,  is  the  origin  of  the  one  hundred  and  twenty  con- 
cepts to  which  the  eight  hundred  roots  of  the  Indo-European  lan- 
guages are  reducible.  "These  one  hundred  and  twenty  concepts 
are  the  rivers  that  feed  the  whole  ocean  of  thought  and  speech. 
There  is  no  thought  that  passes  through  our  mind,  or  that  has 
passed  through  the  minds  of  the  greatest  poets  and  prophets  of 
old,  that  cannot  directly  or  indirectly  be  derived  from  one  of  these 
fundamental  concepts." 

And  these  thoughts,  "the  whole  of  our  intellect,  all  the  tricks 
of  the  wizard  in  our  brain,  consist  in  nothing  but  addition  and  sub- 
traction," in  nothing  but  combination  and  separation.  But  what 
is  it  that  is  combined  and  separated? 

We  shall  forego  the  metaphysical  discussion  of  the  possibility 
of  sensation  and  experience  which  Max  Miiller  interpolates  at  this 
stage  of  the  development  of  his  theory,  and  shall  jump  immediately 
to  the  point  at  issue, — his  enunciation  of  his  celebrated  doctrine  of 
the  identity  of  language  and  thought.      He  says  : 

"How  aethereal  vibrations  produce  in  us  consciousness  of  something,  how 
neurosis  becomes  ssthesis,  we  do  not  know  and  never  shall  know.  But  having  the 
sensations  of  light  or  darkness  within  us,  what  do  we  know  of  any  cause  of  dark- 
ness or  any  cause  of  light  ?  Nothing.  We  simply  suffer  darkness,  or  enjoy  light, 
but  what  makes  us  suffer  and  what  makes  us  rejoice,  we  do  not  know, — till  zee  can 
express  it. 

"And  how  do  we  express  it  ?  We  may  try  what  we  like,  we  can  express  it  in 
language  only.  We  may  feel  dark,  but  till  we  have  a  name  for  dark  and  are  able 
to  distinguish  darkness  as  what  is  not  light,  or  light  as  what  is  not  darkness,  we 
are  not  in  a  state  of  knowledge,  we  are  only  in  a  state  of  passive  stupor. 
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"We  often  imagine  that  we  can  possess  and  retain,  even  without  language, 
certain  pictures  or  phantasmata ;  that,  for  instance,  when  lightning  has  passed  be- 
fore our  eyes,  the  impression  remains  for  some  time  actually  visible,  then  vanishes 
more  and  more,  when  we  shut  our  eyes,  but  can  be  called  back  by  the  memory, 
whenever  we  please.  Yes,  we  can  call  it  back,  but  not  till  we  can  call,  that  is,  till 
we  can  name  it.  In  all  our  mental  acts,  even  in  that  of  mere  memory,  we  must  be 
able  to  give  an  account  to  ourselves  of  what  we  do,  and  how  can  we  do  that  except 
in  language?  Even  in  a  dream  we  do  not  know  what  we  see,  except  we  name  it, 
that  is,  make  it  knowable  to  ourselves.  Everything  else  passes  by  and  vanishes 
unheeded.  We  either  are  simply  suffering,  and  in  that  case  we  require  no  language, 
or  we  act  and  react,  and  in  that  case  we  can  react  on  what  is  given  us,  by  language 
only.  This  is  really  a  matter  of  fact  and  not  of  argument.  Let  any  one  try  the 
experiment,  and  he  will  see  that  we  can  as  little  think  without  words  as  we  can 
breathe  without  lungs." 

By  words,  however,  Max  Miiller  means  signs.  "All  I  maintain 
is,  that  thought  cannot  exist  without  signs,  and  that  our  most  im- 
portant signs  are  words." 

"  How  is  it,  I  have  been  asked,  that  people  go  through  the  most  complicated 
combinations  while  playing  chess  and  all  this  without  uttering  a  single  word  ?  Does 
not  that  show  that  thought  is  possible  without  words,  and,  as  it  were,  by  mere  in- 
tuition ?  It  may  seem  so,  if  we  imagine  that  speech  must  always  be  audible,  but 
we  have  only  to  watch  ourselves  while  writing  a  letter,  that  is,  while  speaking  to  a 
friend,  in  order  to  see  that  a  loud  voice  is  not  essential  to  speech.  Besides,  by  long 
usage  speech  has  become  so  abbreviated  that,  as  with  mathemathetical  formulas, 
one  sign  or  letter  may  comprehend  long  trains  of  reasoning.  And  how  can  we  im- 
agine that  we  could  play  chess  without  language,  however  silent,  however  abbrevi- 
ated, however  algebraic  ?  What  are  king,  queen,  bishops,  knights,  castles,  and 
pawns,  if  not  names  ?  What  are  the  squares  on  the  chessboard  to  us,  unless  they 
had  been  conceived  and  named  as  being  square  and  neither  round  nor  oblong  ? 

"  I  do  not  say,  however,  that  king  and  queen  and  bishops  are  mere  f/a»ies. 

"  There  is  no  such  a  thing  as  a  mere  name.  A  name  is  nothing  if  it  is  not  a 
nomen,  that  is,  what  is  known,  or  that  by  which  we  know.  Nometi  was  originally 
gnome^i,  from  giiosco  to  know,  and  was  almost  the  same  word  as  notio,  a  notion. 
A  mere  name  is  therefore  self-contradictory.  It  means  a  name  which  is  not  a 
name;  but  something  quite  different,  namely,  a  sound,  a  /lain s  I'ocis.  We  do  not 
call  an  empty  egg-shell  a  mere  egg,  nor  a  corpse  a  mere  man  ;  then  why  should 
we  call  a  name  without  its  true  meaning,  a  mere  name  ? 

"But  if  there  is  no  such  thing  as  a  mere  name,  neither  is  there  such  a  thing 
as  a  mere  thought  or  a  mere  concept.  The  two  are  one  and  inseparable.  We  may 
distinguish  them  as  we  distinguish  the  obverse  from  the  reverse  of  a  coin  ;  but  to 
try  to  separate  them  would  be  like  trying  to  separate  the  convex  from  the  concave 
surface  of  a  lens.     We  think  in  names  and  in  names  only." 

We  are  now  in  a  position  to  grasp  his  view  in  its  full  import. 
The  entire  fabric  of  the  mind  is  identical  with  the  fabric  of  human 
speech,  and  the  whole  history  of  philosophy  reveals  itself  but  as 
the  natural  growth  of  language. 

"Reason  ...  is  language,  not  simply  as  we  now  hear  it  and  use  it,  but  as 
has  been  slowly  elaborated  by  man  through  all  the  ages  of  his  existence  on  earth- 
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Reason  is  the  growth  of  centuries,  it  is  the  work  of  man,  and  at  the  same  time  an 
instrument  brought  to  higher  and  higher  perfection  by  the  leading  thinkers  and 
speakers  of  the  world.  No  reaso7i  zuithoiit  lajignage,  no  language  zvitJioul 
reason.  Try  to  reckon  without  numbers,  whether  spoken,  written,  or  otherwise 
marked,  and  if  you  succeed  in  that,  I  shall  admit  that  it  is  possible  to  reason  or 
reckon  without  words,  and  that  there  is  in  us  such  a  thing,  or  such  a  power  or  fac- 
ulty, as  reason,  apart  from  words." 

Such,  in  epitome,  is  Max  Miiller's  famous  doctrine  of  the  Iden- 
tity of  Language  and  Thought, — a  docrine  in  which  he  is  supported 
by  a  long  line  of  illustrious  predecessors.^  It  is  not  our  purpose 
in  this  place  to  offer  any  criticism  of  its  general  tenability.  This 
has  been  done,  in  part,  by  the  editor  of  this  magazine  in  two  essays 
in  The  Motiist,  to  which  readers  desirous  of  more  details  are  re- 
ferred.^  It  merely  remains  for  us  to  remark  that  Max  Miiller's 
theory,  which  it  is  sometimes  difficult  to  grasp  precisely  in  its 
critical  points,  is  now  held,  even  by  those  who  admit  the  intrinsic 
truth  of  his  assertions,  only  with  great  modification.  His  definition 
of  thought  is  upon  the  whole  arbitrary  and  made  pro  domo.  The 
barrier  between  man  and  animal  is  not  so  impassable  as  he  liked 
to  imagine,  and  the  tendency  of  recent  thought  in  comparative 
psychology  has  swerved  from  his  position.  But  the  beauty  of  style, 
the  wealth  and  breadth  of  learning,  the  controversial  skill  with  which 
he  advocated  his  doctrine  are  undeniable,  and  the  controversies  to 
which  his  zealous  championing  of  his  cause  led  have  advanced  the 
cause  of  truth  immeasurably.  And  this,  he  avers  in  an  impersonal 
moment,  is  his  whole  concern  : 

"  You  say  I  shall  never  live  to  see  it  admitted  that  man  cannot  reason  without 
words.  This  does  not  discourage  me.  Through  the  whole  of  my  life  I  have  cared 
for  truth,  not  for  success.  And  truth  is  not  our  own.  We  may  seek  truth,  serve 
truth,  love  truth ;  but  truth  takes  care  of  herself,  and  she  inspires  her  true  lovers 
with  the  same  feeling  of  perfect  trust.  Those  who  cannot  believe  in  themselves, 
unless  they  are  believed  in  by  others,  have  never  known  what  truth  is.  Those  who 
have  found  truth,  know  best  how  little  it  is  their  work,  and  how  small  the  merit 
which  they  can  claim  for  themselves.  They  were  blind  before,  and  now  they  can 
see      That  is  all." 

And  again  :^ 

"Scholars  come  and  go  and  are  forgotten,  but  the  road  which  they  have 
opened  remains,  other  scholars  follow  in  their  footsteps,  and  though  some  of  them 
retrace  their  steps,  on  the  whole  there  is  progress.  This  conviction  is  our  best  re- 
svard,  and  gives  us  that  real  joy  in  our  work  which  merely  personal  motives  can 
never  supply." 

1  See  the  article  "  My  Predecessors  "  in  his  Three  Lectures  on  the  Science  of  Language.    Chi- 
cago :  The  Open  Court  Publishing  Co. 

2  "  The  Continuity  of  Evohition,"  The  Monist,  Vol,  II.,  p.  70  ;  "  Prof.  F.  Max  Miiller's  Theory 
of  the  Self,"  The  Monist.  Vol.  VIII.,  p.  123. 

'■'Contributions  to  the  Science  of  Mythology,  Vol.  I.,  p.  viii. 
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The  cause  of  true  religion  also  is  under  great  obligation  to  the 
labors  of  Prof.  Max  Miiller.  The  very  spirit  of  his  motives  in  pub- 
lishing translations  of  ihe  gxedit  Sacred  Books  of  i he  East  can  have 
been  productive  only  of  good. 

"I  had  a  secret  hope  that  by  such  a  publication  of  the  Sacred  Books  of  all 
religions  that  were  in  possession  of  books  of  canonical  authority,  some  very  old 
prejudices  might  be  removed,  and  the  truth  of  St.  Augustine's  words  might  be  con- 
firmed, that  there  is  no  religion  without  some  truth  in  it,  nay,  that  the  ancients, 
too,  were  in  possession  of  some  Christian  truths.  .  .  .  We  may  well  hope  that  a 
study  of  the  Sacred  Books  of  the  East  may  produce  a  kindlier  feeling  on  the  part 
of  many  people,  and  more  particularly  of  missionaries,  towards  those  who  are 
called  heathen,  or  even  children  of  Satan,  though  they  have  long,  though  ignor- 
antly,  worshipped  the  God  who  is  to  be  declared  unto  them  ;  and  that  a  study  of 
other  religions,  if  based  on  really  trustworthy  documents,  shall  enable  many  people 
to  understand  and  appreciate  their  own  religion  more  truly  and  more  fairly.  Just 
as  a  comparative  study  of  languages  has  thrown  an  entirely  new  light  on  the  nature 
and  historical  growth  of  our  own  language,  a  comparative  study  of  religions  also,  I 
hoped,  would  enable  us  to  gain  a  truer  insight  into  the  peculiar  character  of  Chris- 
tianity, by  seeing  both  what  it  shares  in  common  with  other  religions,  and  what 
distinguishes  it  from  all  its  peers." 

And  he  lived  to  see  his  hopes  realised  by  the  marvellous  trans- 
formations of  the  religious  attitude  wrought  by  the  Parliament  of 
Religions  of  our  World's  Fair. 

As  to  his  personal  belief,  which  is  not  easy  to  grasp  in  its  pre- 
cise details  in  his  works, ^  we  may  say  generally  that  Professor  Max 
Miiller  was  a  Vedantist.  He  was  a  believer  in  the  Brahman  doc- 
trine of  the  atman,  or  soul-in-itself,  the  monad  soul;  he  believed 
in  a  "thinker  of  thoughts,"  a  "doer  of  deeds,"  a  Self  within  the 
person,  which  was  the  carrier  of  his  personality,  and  a  Self  with- 
out, which  was  the  carrier  of  the  world,  "God,  the  highest  Self"; 
and  these  two  Selves  are  ultimately  the  same  Self :  Tat  tvatn  asi, 
That  art  thou,  as  the  Brahman  said. 

These  views  of  his  have  received  full  discussion  in  the  article 
of  Dr.  Carus  before  referred  to.^  How  deeply  they  entered  his  be- 
ing and  with  what  little  modification  they  might  have  been  trans- 
formed into  the  opposing  theory  of  modern  psychology,  is  appar- 
ent from  the  following  beautiful  passage  quoted  from  Persona  (see 
Vol.  I.  of  The  Open  Court,  pp.  505  and  543 ) : 

"We  are  told  that  what  distinguishes  us  from  all  other  living  beings  is  that 
we  are  personal  beings.  We  are  persons,  responsible  persons,  and  our  very  being, 
our  life  and  immortality,  are  represented  as  depending  on  our  personality.     But  if 

1  Compare,  for  example,  the  remark  of  the  Pferdebiirla,  in  the  delightful  essay  of  that  name 
in  the  D-utsche  Rundschau  for  1897:  "  Max,  du  bist  vielleicht  auch  noch  ein  Gottesfabler.  .  .  . 
Max.  ein  ganz  Freier  bist  du  immer  noch  nicht." 

2  The  Monist,  Vol.  VIIL.  p.  123. 
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we  ask  what  this  personality  means,  and  why  we  are  called  persoiice,  the  answers 
are  very  ambiguous.  Does  our  personality  consist  in  our  being  English  or  German, 
in  our  being  young  or  old,  male  or  female,  wise  or  foolish  ?  And  if  not,  what  re- 
mains when  all  these  distinctions  vanish  ?  Is  there  a  higher  Ego  of  which  our  hu- 
man ego  is  but  the  shadow  ?  From  most  philosophers  we  get  but  uncertain  and 
evasive  answers  to  these  questions,  and  perhaps  even  here,  in  the  darkest  passages 
of  psychological  and  metaphysical  inquiry,  a  true  knowledge  of  language  may 
prove  our  best  guide. 

' '  Let  us  remember  that  fci-soiia  had  two  meanings,  that  it  meant  originally  a 
mask,  but  that  it  soon  came  to  be  used  as  the  name  of  the  wearer  of  the  mask. 
Knowing  how  many  ambiguities  of  thought  arose  from  this,  we  have  a  right  to  ask: 
Does  our  personality  consist  in  the  persona  we  are  wearing,  in  our  body,  our 
senses,  our  language  and  our  reason,  our  thoughts,  or  does  our  true  personality  lie 
somewhere  else?  It  may  be  that  at  times  we  so  forget  ourselves,  our  true  Self,  as 
to  imagine  that  we  are  Romeo  and  Juliet,  King  Lear,  or  Prince  Hamlet.  Nor  can 
we  doubt  that  we  are  responsible  each  for  his  own  dratnatis  persona,  that  we  are 
hissed  or  applauded,  punished  or  rewarded,  according  as  we  act  the  part  allotted 
to  us  in  this  earthly  drama,  badly  or  well.  But  the  time  comes  when  we  awake, 
when  we  feel  that  not  only  our  flesh  and  our  blood,  but  all  that  we  have  been  able 
to  feel,  to  think  and  to  say,  was  outside  our  true  self;  that  we  were  witnesses,  not 
actors;  and  that  before  we  can  go  home,  we  must  take  off  our  masks,  standing  like 
strangers  on  a  strange  stage,  and  wondering  how  for  so  long  a  time  we  did  not  per- 
ceive even  within  ourselves  the  simple  distinction  between  pcrso>/a  and  pcrso?ia 
between  the  mask  and  the  wearer. 

"There  is  a  Sanskrit  verse  which  an  Indian  friend  of  mine,  a  famous  Minister 
of  State,  sent  me  when  retiring  from  the  world  to  spend  his  last  years  in  contem- 
plation of  the  highest  problems: 

'  I  am  not  this  body,  not  the  senses,  nor  this  perishable,  fickle  mind,  not 
even  the  understanding ;  I  am  not  indeed  this  breath ;  how  should  I  be  this 
entirely  dull  matter?  I  do  not  desire,  no,  not  a  wife,  far  less  houses,  sons, 
friends,  land,  and  wealth.  I  am  the  witness  only,  the  perceiving  inner  self, 
the  support  of  the  whole  world,  and  blessed.'  " 

*  * 

And  now  the  great  philologist  himself  has  passed  away;  his 
Self  also  has  been  merged  in  the  All-Self,  creature  in  creator.  The 
fulness  and  purport  of  his  life  are  such  as  have  been  granted  to 
few;  his  mission  has  been  fulfilled  to  the  utmost;  and  it  was  with 
this  consciousness  that  he  departed.  As  Tacitus  said  of  Agricola, 
"Let  us  dwell  upon  and  make  our  own  the  history  and  the  pic- 
ture, not  of  his  person,  but  of  his  mind.  .  .  .  For  all  of  him  that 
we  follow  with  wonder  and  love  remains  and  will  remain  forever 
in  the  minds  of  men,  through  the  endless  flow  of  ages,  as  a  portion 
of  the  past." 
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BY  THE   EDITOR. 


THE  late  Rev.  William  Wood  Seymour  has  devoted  a  stately 
volume^  to  an  exposition  of  the  significance  of  the  cross  in 
tradition,  history,  and  art,  reviewed  by  us  some  time  ago  in  The 
Open  Court, ^  and  we  believe  it  will  be  of  interest  to  reproduce  here 
some  of  its  passages  on  the  pre-Christian  cross,  with  the  accom- 
panying illustrations. 

"At  Castione,  near  the  station  of  Borgo  San  Donino,  between 


Earthen  \'essels  Found  at  Castione. 
(From  De  Mortillet's  Le  Signe  de  hi  Cro/'x.) 

Parma  and  Piacenza,  there  is  a  mound  upon  which  is  a  convent. 
Originally  that  mound  was  the  bed  of  a  lake  which  was  filled  with 
relics  of  this  ancient  people;  among  them  are  earthen  vessels,  and 
upon  the  bottoms  of  some  were  rudely  engraved  crosses,  as  repre- 
sented in  the  accompanying  engravings. 

"At  Villanova,  near  Bologna,  one  of  their  burial-places  has 
been  discovered.  More  than  one  hundred  and  thirty  tombs  have 
been  examined.  They  are  carefully  and  symmetrically  constructed 
of  boulders,  over  which  the  earth  has  accumulated.     Within  each 

1  ne  Cross  in  Tradition,  History,  and  Art.     New  York  :  G.  P.  Putnam's  Sons. 
2Vol    XIII.,  No.  I. 
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sepulchre  was  a  cinerary  urn  containing  calcined  human  remains, 
and  sometimes  half-melted  ornaments.  The  urns  were  shaped  like 
two  inverted  cones  joined  together,  the  mouth  being  closed  with  a 
little  saucer.  Near  the  remains  of  the  dead  were  found  solid  double 
cones  with  rounded  ends  on  which  crosses  were  elaborately  en- 


Cylinder.  Heads  of  Cylinders. 

Cylinders  found  at  Villanova.      (From  De  Mortillet's  Le  Signe  dc  la  Croix.) 

graved.      In  the  vases  of  double  cones  around  their  partition  was  a 
line  of  circles  containing  crosses. 

"There  is  another  cemetery  at  Golasecca  near  the  extremity 
of  Lago  Maggiore.  A  number  of  tombs  have  been  opened;  they 
belong  to  the  same  age  as  those  of  Villanova,  that  of  the  lacustrine 
habitations. 


Accessory  Vase  Found  at  Golasecca. 
(From  De  Mortillet's  Lc  Signe  de  la  Croix.) 

"  'That  which  characterises  the  sepulchres  of  Golasecca,  and 
gives  them  their  highest  interest,'  says  M.  de  Mortillet,  who  inves- 
tigated them,  'is  this, — first,  the  entire  absence  of  all  organic  rep- 
resentation; we  found  only  three,  and  they  were  exceptional,  in 
tombs  not  belonging  to  the  plateau; — secondly,  the  almost  invari- 
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able  presence  of  the  cross  under  the  vases  in  the  tombs.  When 
one  reversed  the  ossuaries,  the  saucer  lids,  or  the  accessor}'  vases, 
one  saw  almost  always,  if  in  good  preservation,  a  cross  traced 
thereon.  .  .  .  The  examination  of  the  tombs  of  Golasecca  proves  in 
a  most  convincing,  positive,  and  precise  manner,  that  which  the 
terramares  of  Emilia  had  only  indicated,  but  which  had  been  con- 
firmed by  the  cemeter}'  of  Villanova, — that  above  a  thousand  years 


-3^ 


OSSUARY  Found  at  Golasecca. 
(From  De  Mortillet's  Lc  Signc  dc  la  Croix.) 

before  Christ,  the  cross  was  already  a  religious  emblem  of  frequent 
employment.'  "^ 

"The  most  ancient  coins  of  the  Gauls  were  circular,  with  a 
cross  in  the  middle.  That  these  were  not  representations  of  wheels, 
as  has  been  supposed,  is  evident  from  there  being  but  four  spokes, 


Ancient  Gaulish  Coins. 
(From  Gould's  Citrt'ous  Myths.) 

placed  at  right  angles ;  and  this  symbol  continued  when  coins  of 
the  Greek  type  took  their  place.  The  coins  of  the  Volcae  Tecto- 
sages,  who  inhabited  the  region  now  known  as  Languedoc,  were 
stamped  with  crosses,  the  angles  of  which  were  filled  with  pellets. 
The  Leuci,  who  lived  in  the  country  of  modern  Toul,  used  similar 
devices.   A  coin  figured  in  the  Rivtie  des  Numisfnatiques,  1835,  bears 

1  De  Mortillet,  Le  iigne  de  la  Croix  avant  le  Christianisnie,  Paris,  1866.  Chap.  III.,  pp.  98-127. 
Gould,  Afyths,  Vol.  II.,  pp.  103-105. 
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a  circle  containing  a  cross,  whose  angles  are  occupied  by  chevrons. 
Some  of  the  crosses  are  surrounded  by  a  ring  of  bezants,  or  pearls. 
Near  Paris,  at  Choisy-le-Roy,  was  found  a  Gaulish  coin,  the  ob- 
verse bearing  a  head,  the  reverse  a  serpent  coiled  around  the  cir- 
cumference, enclosing  two  birds;  between  them  is  a  cross  with 
pellets  at  the  end  of  each  limb,  and  pellets  occupying  the  angles. 
Similar  coins  have  been  discovered  in  Loiret  and  elsewhere.  About 
two  hundred  coins  were  discovered,  in  1835,  at  Cremiat-sur-Yen, 
near  Quimper,  in  an  earthen  urn  with  ashes,  in  a  tomb,  showing 
that  the  cross  was  used  in  Armorica,  in  the  age  of  cremation. 

"In  1850,  S.  Baring  Gould  exhumed  at  Pont  d'Oli,  near  Pau, 
the  ruins  of  an  extensive  palace,  paved  with  mosaic.  The  prin- 
cipal ornamentations  were  crosses  of  dif- 
ferent varieties.  The  pavement  of  the 
principal  room  was  bordered  by  an  ex- 
quisite running  pattern  of  vines  with 
grapes  springing  from  drinking  vessels  in 
the  centre  of  the  sides.  Within  were  cir- 
cles composed  of  conventional  roses,  in 
the  middle  a  vast  cross,  measuring  nine- 
teen feet  eight  inches  by  thirteen  feet. 
The  ground  work  of  white  was  filled  with 
shell  and  other  fish,  and  in  the  centre 
was  a  bust  of  Neptune  with  his  trident. 
The  laborers  exclaimed,  'C'est  le  bon  Dieu, 
c'est  Jhus.^  It  may  have  been  of  post- 
Christian  times,  but,  from  the  examples 
already  given,  Mr.  Gould  believes  the 
cross  to  have  been  a  sign  well  known  to 
the  ancient  Gauls,  and  that  this  was  their 
work."^ 
"According  to  enthusiastic  Irish  antiquarians,  their  cave,  or 
rather  subterranean  mound,  temples  are  more  ancient  than  any 
other  ecclesiastical  remains  in  Great  Britain.  One  of  the  best 
known  is  that  of  New  Grange,  near  Drogheda,  in  the  county  of 
Meath.  It  is  formed  of  vast  stones  covered  with  earth.  The  ground 
plan  is  cruciform,  about  eighty  feet  in  length  by  twenty-one  in  the 
transverse.  The  height  of  the  gallery,  at  the  entrance  about  two 
feet,  gradually  increases  until  it  becomes  nine.     The  temple  ap- 


Cross,   with    Bust   of  Nep 

TUNE.    Found  Near  Paris. 

(From  Gould's  Curious 

Myths. ) 


1  Gould,  Myths,  Vol.  II.,  pp.  76-86.  An  able  writer  in  the  Edinburgh  Review  thinks  that  Gould 
has  been  misled  by  the  tresul,  or  trident,  and  that  the  figure  is  that  of  Proteus,  not  Neptune. 
Vol.  CXXXI.,p.  335. 
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pears  to  have  been  dedicated  to  Thor,  Odin,  and  Friga.^  Valiancy 
considered  the  inscriptions,  in  Ogham  and  symbolic  characters, 
the  most  ancient  in  Ireland.  He  translated  that  on  the  right  of  the 
long  arm  of  the  cross,  'The  Supreme  Being,'  or  'Active  Principle.' 
On  the  same  side,  thrice  repeated,  are  characters  of  a  somewhat 
like  import,  signifying  'The  Great  Eternal  Spirit.'  On  the  'cover- 
ing stone'  of  the  east  transept  is,  'To  the  great  Mother  Ops,'  or 
'Nature.'  In  front  of  the  head  of  the  cross  is  'Chance,  Fate,  or 
Providence.'     On  the  north  stone  of  the  west  transept  is,  'The 


ntmi 


r^ 


Sepulchral  Monument  at  New  Grange,  near  Drogheda. 
(From  Higgins's  Celtic  Druids.) 

sepulchre  of  the  Hero,'  on  a  stone  on  the  left  of  the  gallery  are 
'men,  oxen,  and  swine,  probably  signifying  the  several  species  of 
victims  sacrificed  at  this,  temple  in  honor  of  universal  Nature, 
Providence,  and  the  names  of  the  hero  interred  within.'  Valiancy 
supposes  that  this  tumulus  was  erected  towards  the  close  of  the 
second  century.^  If  not  pre-Christian,  it  is  at  least  the  work  of 
men  who  knew  nothing  of  Christianity. "^ 

1  Wright,  Louthiana,  p.  15. 

2 Valiancy,  "Col.  Rel.  Hib.,"  Vol.  II.,  p.  221,  quoted  in  Higgins,  Celtic  Druids,  p.  xliii. 

3For  full  description  see  Fergusson's  Rude  Stone  Monuments. 
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It  is  very  strange  that  our  author,  the  Rev.  W.  W.  Seymour, 
believes  that  the  discovery  of  Christ's  cross  on  Calvary  is  histor- 
ical.     He  reproduces  four  pictures  from  Veldener's  Legendary  His- 


S.  Helena  in  Jerusalem 
(From  Veldener's  llic  Le^n^ndary  Histo)-y  of  the  Cross.) 
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Discovery  of  the  Crosses. 
(From  Veldener's  'J'lic  Lc\ifC)idary  History  of  llic  Cross.) 


tory  of  the  Cross  which  in  themselves  are  interesting,  and  maintains 
that  the  story  itself  as  told  in  the  legend  is  probable.     There  is  no 
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need  of  refuting  the  legend  or  its  various  miracles  ;  be  it  sufficient 
to  say  that  contemporary  authors  of  the  Empress  Helena  know  ab- 
solutely nothing  of  the  discovery,  and  that  the  cross  supposed   to 


Test  of  the  True  Cross. 
(From  Veldener's  The  Legendary  ///s/ory  ot'  llie  Cross.) 


S.  Helena  Deposits  a  Portion  of  the  Cross  in  Jerusalem. 
(From  Veldener's  The  Legendary  History  of  I  lie  Cross.) 


have  been  discovered  in  the   place  and  attested  by  miracles  was 
source  of  rich  income  to  Cyril,  a  bishop  of  Jerusalem. 


THE  CHINESE  ALTAR  OF  BURNT  OFFERING/ 

Communicated. 

ON  the  southeast  of  the  Altar  of  Heaven  in  Peking,  at  the  dis- 
tance of  an  arrow's  flight,  stands  the  Altar  for  Burnt  Sacrifices. 
It  is  in  the  form  of  a  large  furnace  faced  with  green  porcelain,  and 
it  is  nine  feet  high.  It  is  ascended  on  three  sides — east,  south  and 
west — by  a  green  porcelain  stair-case.  Ever  since  the  Chinese  re- 
ceived the  knowledge  of  the  art  of  glazing  in  the  fifth  century  they 
have  been  able  greatly  to  improve  the  appearance  of  buildings  by 
the  use  of  colored  tiles  and  colored  bricks. 

The  bullock  is  placed  inside  the  furnace  altar  upon  a  substan- 
tial iron  grating,  underneath  which  the  fire  is  kindled.  Through  a 
door  for  the  ashes  on  the  north  side,  if  I  remember  rightly,  the 
grate  may  be  seen,  and  I  remember  noticing  the  charred  bones  of 
the  bullock  over  and  under  the  grating.  But  they  are  better  seen 
by  the  observer  from  the  top  by  ascending  one  of  the  stair  cases. 
The  three  stair  cases  are  probably  all  used  by  those  who  carry  the 
bullock,  a  male  of  two  years  old,  the  best  of  its  kind  and  without 
blemish.  The  furnace  is  called  in  Chinese  liau-lu,  "furnace  of 
the  fire-sacrifice." 

At  4.45  A.  M.  the  emperor  on  the  occasion  of  the  sacrifice  puts 
on  his  sacrificial  robes  and  goes  to  the  south  gate  of  the  outer  wall 
which  encircles  the  south  altar.  He  dismounts  from  his  «/<?«,  as 
the  imperial  sedan  is  called,  and  walks  to  the  yellow  tent  on  the 
second  terrace  of  the  altar.  He  has  mounted  the  altar  on  the  south 
side,  first  ascending  nine  marble  steps  and  then  walking  across  the 
first  terrace.  He  mounts  nine  more  marble  steps  to  the  yellow 
tent.  Leaving  the  yellow  tent  there  are  nine  more  steps  to  the 
upper  terrace.  He  advances  to  the  north  and  kneels  on  the  cen- 
tral round  stone.  Just  at  this  moment  the  fire  of  the  burnt  sacrifice 

1  By  J.  E.  in  the  China  Review. 
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is  kindled  "to  meet  the  spirit  of  Shang-ti  (God)"  as  the  language 
is.     The  emperor  then   proceeds  to    burn  incense  to  Shang-ti  and 


to  each   of   his  ancestors,  whose  tablets  are   arranged  in  wooden 
huts  on  the  northeast  and  northwest  portions  of  the  altar. 

The  altar  on  this  upper  terrace  where  the  offerings  are  arranged 
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before  the  tablets  is  ninety  feet  wide.  He  kneels  before  Shang-ti 
and  burns  incense  to  his  ancestors,  and  while  he  kneels  three  times 
and  makes  nine  prostrations,  bundles  of  silk,  jade  cups,  and  other 
gifts  are  presented,  and  the  musicians  play  the  ancient  melody 
called  King-ping-chi  chang. 

When  the  Jewish  hii^h  priest  entered  the  holy  place  he  bore 
the  names  of  the  children  of  Israel  on  the  breast-plate  on  his  heart. 
The  breast-plate  is  the  pu-kwa  of  the  Chinese,  a  square  embroidered 
cloth  worn  over  the  heart  with  emblematic  figures  upon  it.  The 
archaeological  connexion  of  X\\&  pu- kwa  vQxXh.  the  breast-plate  can- 
not be  questioned  by  any  reasonable  critic.  But  the  Chinese  idea 
of  the  high  priest  unites  royalty  with  priesthood,  and  belongs  to 
the  patriarchal  age  rather  than  to  the  specially  Mosaic  institutions. 

The  brazen  altar  was  in  the  wilderness  placed  in  the  court  in 
front  of  the  tabernacle.  It  is  also  called  in  Scripture  the  altar  of 
burnt  offering.  Dr.  E.  P.  Barrows  in  his  Biblical  Geography  and 
Antiquities,  p.  507,  London  edition,  says  it  was  "a  hollow  frame 
of  acacia  wood,  five  cubits  square  and  three  cubits  high,  with  horns 
at  the  four  altars."  The  Chinese  altar  of  burnt  offering  is,  I  be- 
lieve, a  cube  in  shape  and  nine  feet  each  way.  It  is  therefore  much 
larger  than  the  Hebrew  altar.  It  is  built  of  hewn  stones,  is  faced 
with  green  bricks  and  is  ascended  by  steps.  Thus  disagreeing  from 
the  Mosaic  requirements  ii^  belongs  altogether  to  the  prae  Mosaic 
religion  of  the  world.  The  account  in  Exodus  xxvii.  4,  5,  says, 
"Thou  shalt  make  for  it  a  grating  of  net-work  of  brass,  and  upon 
the  net  shalt  thou  make  four  brazen  rings  in  the  four  corners 
thereof,  and  thou  shalt  put  it  under  the  ledge  round  the  altar  be- 
neath, that  the  net  may  reach  half  way  up  the  altar."  Dr.  Barrows 
continues:  "Some  have  supposed  that  this  grate  of  net- work  was 
placed  within  the  altar  as  a  receptacle  for  the  wood  of  the  sacrifice. 
But  in  this  case  it  could  not  well  have  been  sunk  half  way  down, 
and  besides  it  contained  the  rings  for  the  staves  by  which  the  altar 
was  borne,  a  decisive  proof  that  it  was  without  the  altar.  Of  those 
who  adopt  this  latter  view  some,  as  Jonathan  in  his  Targum,  make 
the  grate  horizontal." 

No  rings  are  needed  for  a  fixed  altar,  because  it  is  not  intended 
to  be  carried.  The  servants  whose  duty  it  is  to  carry  the  slain 
bullock  from  the  slaughter-house  on  the  east  side  of  the  altar  at 
some  distance,  convey  it  by  means  of  shoulder  poles.  Judging  by 
the  size  of  the  Chinese  altar  the  bearers  and  their  fellow-servants 
would   mount  the  altar  by  the  east,  west,  and  south   steps  at  the 

I  Ex.,  XX.  25. 
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same  time,  and  lay  the  animal  down  on  the  iron  grate  in  the  man- 
ner seen  at  a  funeral  when,  in  perfect  order  and  decorous  silence, 
the  bearers  let  down  the  coffin  into  a  newly-opened  tomb.  The 
officers  having  charge  of  this  duty  wait  for  the  emperor.  When 
he  kneels  they  can  see  him  do  so  on  the  northwest  in  the  center 
of  the  high  altar.  They  give  the  signal,  and  the  fire  is  kindled  by 
the  door  on  the  north  side  just  below  the  grating.  There  seems 
no  reason  then  why  we  should  not  explain  the  grate  mentioned  in 
Exodus  as  corresponding  to  the  Chinese  grate  in  the  Altar  of 
Heaven. 

The  Mosaic  net-work  was  probably  inside  and  outside  of  the 
altar.  In  Peking  it  is  only  inside.  This  suits  the  meaning  of  the 
biblical  word  "beneath."  The  brass  or  copper  used  was  produced 
in  Arabia  Petraea.  In  China  iron  is  much  more  abundant  than 
copper,  and  consequently  iron  has  always  been  employed.  Iron 
is  mentioned  in  that  part  of  the  Book  of  History  which  belongs  to 
the  Hia  dynasty,  B.  C.  2000.  The  sole  use  of  the  grate  is  to  hold 
the  victim  in  the  burnt  sacrifice  and  afford  free  passage  for  heat 
and  draught.  The  grating  of  Exodus  was  not  only  so  used  but  was 
also  employed  outside  for  ornament  and  possibly  as  a  support  for 
the  feet  and  hands  of  the  Levites  ministering  at  the  altar.  The 
place  of  the  grate  was  half  way  up  the  altar,  both  within  and  with- 
out. 


MISCELLANEOUS. 


THE  PARIS   PEACE  CONGRESS  AND   THE   TRANSVAAL  WAR. 

In  one  respect,  at  least,  the  International  Peace  Congress  is  superior  to  the 
Inter-Parliamentary  Conference.  The  rule  of  the  latter  is  to  avoid  questions  of 
current  interest,  and  to  keep  more  to  the  vague,  abstract,  and  theoretical  side  of 
things.  The  International  Peace  Congress,  on  the  contrary,  has  a  section  whose 
business  it  is  to  study  questions  of  the  day ;  and  the  Permanent  International 
Peace  Committee,  whose  headquarters  are  at  Berne,  draws  up  an  annual  report  on 
the  events  of  each  year,  which  is  signed  by  the  Committee's  honorary  secretary. 
Monsieur  Elie  Ducomman. 

This  year,  for  instance,  three  questions  were  submitted  to  the  Congress :  the 
Transvaal,  China,  and  Finland. 

It  was  to  be  expected  that  the  Transvaal  question  would  call  forth  the  greatest 
show  of  feeling.  Egged  on  by  their  English  friends,  Mr.  Philip  Stanhope  and  Dr. 
Clark,  etc.,  almost  all  the  friends  of  peace  on  the  continent  allowed  themselves  to 
be  carried  away  over  the  question  of  the  Transvaal.  These  English  gentlemen  are 
naturally  the  declared  enemies  of  Chamberlain  and  the  present  Conservative  Cabi- 
net, and  what  they  did  was  to  involve  their  international  friends  on  the  Continent 
in  a  sort  of  anti-ministerial  manifestation  which  in  reality  was  out  of  place  any- 
where else  than  in  England. 

The  resolution  they  proposed  in  the  Congress  was  conceived  in  such  violent 
language  that,  even  with  a  reporting  committee  composed  entirely  of  Boerophiles, 
and  an  assembly  of  delegates,  myself  excepted,  probably  all  Boerophiles  too,  it 
was  judged  expedient  to  tone  down  the  wording  considerably. 

What  I  did  in  the  reporting  committee  was  to  go  through  the  facts  and  discuss 
their  bearing  in  detail.  I  showed  how,  in  his  dispatch  of  the  29th  of  November, 
1889,  Lord  Derby  told  the  Boers  that  if  they  desired  to  discuss  the  suzerainty 
question  they  must  not  dream  of  modifying  the  Convention  of  1881.  Indeed,  Ar- 
ticle 4  of  the  Convention  of  1884  clearly  proves  the  maintenance  of  England's 
suzerainty;  while  Article  14  assigns  to  her  the  responsibility  for  the  liberty  and 
security  of  all  foreigners  residing  in  the  Transvaal. 

I  showed  by  the  murder  of  Edgar  what  interpretation  the  Boers  gave  to  the 
principles  of  justice;  but   the  retort   of  all   the  members  of   the  Congress  was: 

IThe  present  little  article  by  M.  Yves  Guyot,  ex-deputy  and  ex-minister  of  France,  and  editor 
of  the  Steele,  is  published  as  a  piece  of  interesting  evidence  of  the  difficulties  under  which  even 
a  Peace  Congress  may  laboi-  in  its  efforts  to  attain  a  just  and  unbiassed  settlement  of  interna- 
tional difficulties.  It  may  be  noted,  also,  that  M.  Guyot  was  the  only  distinguished  publicist  on  the 
side  of  England  in  the  Transvaal  war. — Ed. 
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"  Kruger  asked  for  arbitration,  and  Chamberlain  refused  it."  From  original  docu- 
mentary evidence  I  proved  that  for  Kruger  the  arbitration  proposal  was  only  put 
forward  in  order  to  secure  the  annulment  of  the  Conventions  of  1881  and  1884,  and 
consequently  could  not  be  accepted  by  the  English  government;  finally,  I  read 
Kruger's  proposal  made  on  the  ninth  day  of  the  Bloemfontein  Conference  (June, 
1899). 

"  President  Kruger  said  in  conclusion  : 

"  '  Give  me  Swaziland,  the  indemnity  due  for  the  Jameson  raid,  and  arbi- 
tration in  return  for  the  franchise.     Otherwise  I  should  get  nothing.' 
"These  points  cannot  be  separated. 

"  On  the  gth  of  June,  Dr.  Reitz  drew  up  proposals  relative  to  the  arbitra- 
tion, but  reserved  to  each  country  the  right  to  withhold  and  exclude  the  points 
that  seemed  too  important  to  be  submitted  to  arbitration, 

"What  was  the  meaning  of  these  reservations?  And,  moreover,  in  the 
constitution  of  the  Committee,  the  third  arbitrator,  acting  as  umpire,  was  to 
be  a  stranger ;  he  it  was  who  would  decide." 

I  hate  war.  So,  when  I  realised  the  seriousness  of  the  situation,  I  proposed 
what  would  have  been  a  modus  vh-endi,  liberal  in  its  provisions  and  honorable  to 
both  sides:  viz.,  "Autonomy  for  the  mining  districts."  Mr.  Chamberlain  then  in- 
formed me  by  a  letter  that  this  had  already  been  proposed  by  the  English  govern- 
ment in  1896  and  again  at  Bloemfontein  in  1899.  On  each  occasion  the  Boers 
refused  to  entertain  the  proposal. 

The  only  conception  of  liberty  possessed  by  Mr.  Kruger  and  his  partisans  was 
that  which  permitted  the  Uitlanders  to  be  oppressed  and  spoiled  ;  and  I  foresaw 
that  if  the  President  of  the  Transvaal  continued  his  shuffling  policy,  England 
would  ultimately  be  forced  to  go  to  war.  A  bull-dog  may  for  a  time  disdain  the 
snarlings  and  snappings  of  a  mongrel,  but  sooner  or  later  he  becomes  exasperated, 
turns  on  the  mongrel  and  breaks  its  back. 

This  I  said  in  my  protest  yesterday  before  the  Congress,  and  I  added  :  "  You 
speak  of  arbitration  ;  what  arbitration  ?  on  what  point  ?  Ought  it,  for  instance,  to 
have  recognised  the  right  arrogated  by  the  Boers  to  continually  violate  the  Con- 
ventions of  1881  and  1884  ?  " 

I  did  not  expect  ray  words  would  have  sufficient  power  to  displace  the  major- 
ity. I  may  hope,  however,  that  they  contributed  to  the  milder  modification  of  the 
original  resolution.  What  is  more  significant  is  the  rejection  to-day  of  a  vote  rela- 
tive to  maintaining  the  independence  of  the  Boer  Republics.  The  chairman. 
Monsieur  Richet,  took  care  to  insist  upon  the  statement  that  there  were  no  Anglo- 
phobes  present  at  the  Congress,  which  was  perhaps  saying  rather  too  much.  At 
any  rate,  the  discussion  was  a  great  success,  and  I  could  speak  without  being  inter- 
rupted. 

Paris,  October,  1900.  Yves  Guyot. 


THE  CHILD. 

Thou,  little  Child,  art  Beast  and  God, 

Past  and  Futurity  ; 
Thou  tread'st  the  paths  our  Fathers  trod, 

The  paths  our  Sons  shall  see. 
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Thine  is  the  Dross  of  that  long  Climb, 
The  still-remembered  Past ; 

The  Golden  Age  thou  know'st  sometime 
Throughout  all  Life  shall  last. 

The  Savage  sees  but  with  thy  Light, 

The  Sage  no  wiser  is ; 
Thou  hold'st  the  Phantoms  of  the  night. 

The  day's  Realities. 

Thou  art  the  Father  of  the  Man, 
The  Brother  of  the  Race  ; 

Thou  mirror'st  the  Barbarian, 
Thou  hint'st  the  Angel's  grace. 

The  Genius  is  the  Eternal  Child, 
Fleck'd  with  the  Race's  sin  ; 

The  Poet  sings  his  "wood-notes  wild,  ' 
Born  of  thy  childish  din. 

By  Avon's  stream  thy  Fancy  knew 
Through  all  men's  Souls  to  move  ; 

And  with  thy  Heart,  "the  blessed  Jew  " 
Turns  all  the  world  to  Love. 

The  Prophet  still  must  tell  thy  Dreams, 

The  Teacher  pupil  be  ; 
And  all  our  deepest  Knowledge  seems 

But  Wisdom  caught  from  thee. 

.The  Hero,  in  thy  Faith,  still  strives 
To  reach  the  Blessed  Isles  ; 

At  Heaven's  gate  our  human  lives 
Repeat  their  Baby  smiles. 

O  helpless  Child,  thy  coming  wrought 

The  miracle  of  Man  ; 
Through  thee  were  Love  and  Pity  taught 

The  Beast  put  under  ban. 

And  Woman  !     Nature  cast  her  form 
Upon  the  self-same  mould, 

That  thou,  amid  life's  Stress  and  Storm, 
Should'st  linger  to  grow  Old. 

Man,  treading  in  the  steps  of  them, 
Shall  Gentler,  Sweeter  be. 

Till  every  Home  is  Bethlehem 
Without  its  Calvary. 
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O  mighty  Child,  'tis  Science  names 

Thy  Kingdom  upon  Earth, 
And,  with  the  Son  of  Man,  proclaims 

The  Greatness  of  thy  Birth. 

Now  Priest  and  Man  of  Science  bow 

Before  thy  face  ;  the  Clod 
Touches  Divinity,  and  thou 

Instinct  with  All,  forshadow'st  God. 

Alex.  F.  Chamberlain,  Ph.  D. 
Clark  University,  Worcester,  Mass. 


THE  HISTORY  OF  THE  DEVIL. 

Under  fthe  title  of  The  I/istory  of  the  Devil  a)id  the  Idea  of  Evil  from  the 
Earliest  Times  to  the  Present  Day}  Dr.  Paul  Carus  has  recently  collected  in 
systematic  and  unified  form  the  numerous  papers  and  essays  which  for  several 
years  past  he  has  either  published  in  The  Open  Court  and  The  Motiist  or  delivered 
as  independent  lectures  before  .various  audiences  on  the  history  and  folklore  of 
demonology  and  the  philosophy  of  good  and  evil.  From  the  point  of  view  of  con- 
tents and  illustrations,  this  book  is  probably  the  most  exhaustive  popular  presenta- 
tion of  the  subject  that  exists.  The  enumeration  of  the  illustrations  alone  would 
take  up  several  pages  of  The  Ofen  Court,  and  they  have  been  drawn  from  every 
period  of  history,  from  the  monuments  and  archaeologic  remains  of  antiquity  as 
well  as  from  the  pictorial  and  sculptural  records  of  mediaeval  and  modern  times. 
Not  a  phase  of  the  figured  conceptions  of  the  ideas  of  good  and  evil  in  their  devel- 
opment among  any  of  the  thinking  nations  of  humanity  has  been  omitted,  and  the 
panoramic  survey  of  demonologic  forms  which  is  here  marshalled  before  our  bodily 
vision  is,  in  the  vividness  and  enduring  qualities  of  its  impression,  far  beyond  any- 
thing that  portrayal  by  words  could  hope  to  equal. 

And  the  breadth  of  pictorial  representation  is  only  surpassed  by  the  plenitude 
of  the  sources  from  which  the  text  has  been  drawn, — the  scientific  and  historical 
literature  of  several  millenniums.  Starting  with  a  brief  philosophical  discussion 
of  the  ideas  of  good  and  evil,  we  are  introduced  to  the  subject  of  devil-worship  and 
human  sacrifices  among  savage  tribes  (with  their  survivals  among  the  modern  na- 
tions), and  from  thence  to  the  demonolatry  and  related  religious  conceptions  of  the 
ancient  Egyptians,  Accadians,  and  Semites  (Assyrians  and  Babylonians).  The 
dualism  of  the  Persians  is  next  considered,  following  which  the  important  Israelitic 
period  is  treated.  Brahmanism,  Hinduism,  and  Buddhism  are  all  rich  in  demon- 
ologic lore,  and  some  sixty  odd  pages  are  devoted  to  their  exuberant  conceptions. 
Then  under  the  caption  of  "The  Dawn  of  a  New  Era,"  that  period  of  abnormal 
religious  unrest  and  fermentation  which  is  marked  by  the  Gnostic,  Apocryphal, 
and  Apocalyptic  literature  of  the  Alexandrian  and  Western  Asiatic  empires  is  por- 
trayed,— an  influence  which  extended  to  the  time  of  Jacob  Boehme.  To  early 
Christianity,  the  demonologic  notions  of  Jesus  and  his  Apostles,  the  eschatology  of 
the  Jews,  and  the  Hell  of  the  early  Church,  forty  pages  are  consecrated. 

Reverting  in   a  lengthy  chapter  to  "The  Idea  of   Salvation   in   Greece  and 

1  Chicago:  The  Open  Court  Pub.  Co.;  London:  Kegan  PauL  Trench,  Triibner  &  Co.     igoo. 
Large  Svo,  500  pages,  311  illustrations.     Cloth,  S6.00  (30s.). 
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Italy,"  which  was  so  influential  in  forming  present  Christianity,  the  author  pro- 
ceeds to  the  interesting  demonology  of  Northern  Europe,  and  thence  through  the 
miracles  and  magic  of  savages  to  the  period  of  the  "  Devil's  Prime,"  the  wonderfu 
and  incredible  history  of  witchcraft,  the  Inquisition,  and  the  no  less  shocking 
witch-persecutions  of  the  age  of  the  Reformation.  Lastly,  Dr.  Carus  has  portrayed 
at  length  the  part  which  the  Devil  has  played  in  verse  and  fable,  concluding  with  a 
philosophical  dissertation  on  the  nature  of  good  and  evil,  the  role  of  science  in 
clarifying  our  religious  conceptions,  the  standard  of  ethics,  and  the  idea  of  God. 

The  nature  of  his  views  on  these  questions  is  sufficiently  familiar  to  the  read- 
ers of  The  Open  Court  to  dispense  us  from  entering  into  a  detailed  exposition,  and 
it  only  remains  for  us  to  add  a  word  as  to  the  letter-press  and  handsome  exterior 
dress  of  the  work.  The  publishers  have  spared  neither  pains  nor  expense  in  this 
regard,  and  the  broad  margins,  large  type,  fine  paper,  tinted  illustrations  at  the 
beginnings  and  ends  of  chapters,  and  the  black  and  red  binding  illuminated  with  a 
cover-stamp  from  Dore,  all  combine  to  make  the  work  a  veritable  Mition  de  luxe. 

EROS  AND  PSYCHE. 

The  readers  of  The  Open  Court  will  doubtless  recall  with  pleasure  Dr.  Carus's 
modernised  version  of  the  Greek  fairy-tale  of  Eros  and  Psyche,  which  appeared  in 


The  Shepherdess  of  Loves. 
(Frieze  by  Thorwaldsen.) 

The  Open  Court  for  February  and  March  of  this  year,  together  with  Thumann's 
deservedly-famed  and  genuinely  classical  illustrations.     This  story  has  now  been 
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published  in  book  form,  in  a  sumptuous  style,  quite  befitting  its  inward  beauty  of 
thought  and  sentiment.  Mr.  E.  Biedermann,  a  German-American  artist,  has  made 
for  it  a  cover-design  of  classical  conception  ;  the  text  has  been  printed  from  large 
Pica  type  on  specially-manufactured  Strathmore  deckle-edge  paper;  while  the 
largest  of  the  illustrations  have  been  reproduced 
on  separate  sheets  with  ornamental  borders.  By 
its  elegant  appearance  and  its  mythologically  reli- 
gious character  the  work  will  be  peculiarly  appro- 
priate as  a  Holiday  gift-book.' 

Dr.  Carus,  in  the  philosophical  preface  which 
he  has  written  for  the  book,  has  not  failed  to  take 
advantage  of  the  opportunity  to  introduce  addi- 
tional illustrations  from  classical  sources,  includ- 
ing the  Eros  of  Praxiteles,  which  we  here  repro- 
duce, and  the  Sale  of  Cupids  of  Thorwaldsen. 
His  preface  deals  with  the  ethical  and  mytholo- 
gical significance  of  the  tale,  in  which  he  sees  the 
religious  life  of  antiquity  reflected  more  strongly 
than  in  any  other  work,  not  excepting  the  poems 
of  Homer  and  the  Tlicogony  of  Hesiod.  He  con- 
trasts the  story  of  Eros  and  Psyche  with  the  folk- 
lore tales  of  the  Teutonic  races,  which  also  depict 
the  popular  attitude  toward  the  problems  of  life, 
especially  toward  that  problem  of  problems, — the 
mystery  of  death  and  the  fate  of  the  soul  in  the 
unknown  beyond.  Wholly  apart,  therefore,  from 
its  intrinsic  romantic  interest,  the  book  possesses 
a  deep  moral  import,  being  the  solution  that  the  popular  spirit  of  the  greatest  in 
tellectual  nation  of  antiquity  gave  of  the  interrelation  of  love,  birth,  and  death 


The  Eros  of  Praxiteles. 

Torso  found  in  Centocelle  ;  now 
in  the  Vatican. 


The  Sale  of  the  Cupids. 
Frieze  by  Thorwaldsen. 

Says  Dr.  Carus:  "The  redactor  of  Eros  and  Psyche,  as  here  retold,  has  brought 
' '  out  the  religious  and  philosophical  Leihnotiv  with  more  emphasis  than  it  pos- 
"  sesses  in  the  tale  of  Apuleius.  By  obliterating  the  flippant  tone  in  which  their 
"  satirical  author  frequently  indulges,  and  by  adding  a  few  touches  where  the  real 
"  significance  of  the  narrative  lies,  he  believes  that  he  has  remained  faithful  to  the 


\  Eros  and  Psyche.  A  Fairy-Tale  of  Ancient  Greece.  Retold  After  Apuleius.  By  Paul  Carus. 
Illustrations  by  Thumann.  Chicago:  The  Open  Court  Publishing  Co.;  London:  Kegan  Paul, 
Trench,  Triibner  &  Co.     1900.     Pp.,  xv,  99.     Price,  Si. 50  (6s.). 
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•  spirit  of  the  ancient  Marchcn,  and  thereby  succeeded  in  setting  in  relief  the  seri- 
'  ous  nature  of  the  story  and  the  religious  comfort  that  underlies  this  most  ex- 
'  quisite  production  of  human  fiction."  /'. 


HUME'S    ENQUIRY  CONCERNING  HUMAN  UNDERSTANDING.' 

Following  Descartes's  Discourse  on   Method,  The  Open  Court  Pub.  Co.  has 
issued,  as  the  second  philosophical  classic  of  their  Religion  of  Science  Library, 


4     5:V 


David  Hume. 

(1711-1776.; 

Scottish  Philosopher.     (After  the  painting  by  Sir  Joshua  Reynolds.) 

David  Hume's  Enquiry  Concernin,ir  Human  L/nders/andin,if.      Other  philosophi- 
cal classics,  like  Kant's  Prolegomena,  are  to  follow,  and  it  is  hoped   that  the  series 

\An  Enquiry  Concerning  Human  Unde,  standing.  By  David  Hume.  Reprinted  from  the 
edition  of  1777.  With  Hume's  Autobiosraphy  and  a  letter  from  Adam  Smith.  Chicago:  The 
Open  Court  Pub.  Co.     1900.     Pages,  180.     Piice,  25  cents  (is.  6d.;. 
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will  thus  eventually  form  a  consecutive  and  comprehensive  course  of  philosophical 
reading  in  the  great  original  works  of  philosophy,  which  are  far  less  bulky  in  size 
and  more  attractive  as  to  matter  than  is  generally  supposed. 

The  present  volume,  which  upon  the  whole  is  easy  and  entertaining  reading, 
is  an  unannotated  reprint,  merely,  of  the  Enquiry  Concerning  Human  Under- 
standing, made  from  the  posthumous  edition  of  1777,  together  with  Hume's 
charming  autobiography  and  the  eulogistic  letter  of  Adam  Smith,  usually  prefixed 
to  the  History  of  England,  but  deserving  of  wider  circulation.  These  additions, 
with  the  portrait  by  Ramsay,  which  forms  the  frontispiece  to  the  volume,  render 
the  picture  of  Hume's  life  very  complete.     The  volume  has  also  an  inde.x. 

With  the  great  public,  Hume's  fame  has  always  rested  upon  his  History  of 
England, — a  work  now  antiquated  as  history  and  remarkable  only  for  the  signal 
elegance  and  symmetry  of  its  style.  This  once  prevalent  opinion,  however,  our 
age  has  reversed,  and,  as  has  been  well  remarked,'  "Hume,  the  spiritual  father  of 
Kant,  now  takes  precedence  over  Hume,  the  rival  of  Robertson  and  Gibbon."  It 
is  precisely  here,  in  fact,  that  Hume's  significance  for  the  history  of  thought  lies. 
With  him  modern  philosophy  entered  upon  its  Kantian  phase,  became  critical  and 
positivistic,  became  a  theory  of  knowledge.  For  the  old  "false  and  adulterate" 
metaphysics  he  sought  to  substitute  a  "true"  metaphysics,  based  on  the  firm  foun- 
dations of  reason  and  experience.  His  scepticism— and  of  scepticism  he  has  since 
been  made  the  standard-bearer — was  directed  against  the  old  ontology  only,  and 
not  against  science  proper  (inclusive  of  philosophy).  "Had  Hume  been  an  abso- 
lute sceptic,  he  could  never  have  produced  an  Immanuel  Kant.  .  .  .  The  spirit  of 
the  theoretical  philosophy  of  Hume  and  Kant,  the  fundamental  conception  of  their 
investigations,  and  the  goal  at  which  they  aim,  are  perfectly  identical.  Theirs  is 
the  critical  spirit,  and  positive  knowledge  the  goal  at  which  they  aim.  To  claim 
for  Kant  the  sole  honor  of  having  founded  criticism  is  an  error  which  a  closer 
study  of  British  philosophy  tends  to  refute."  - 

Of  Hume's  purely  philosophical  pieces  the  present  book  and  the  Enquiry  Con- 
cerning the  Principles  of  Morals  are,  in  their  precise,  lucid,  and  engaging  style, 
the  most  representative  and  the  most  elegant.  The  Enquiry  Concer>ting  the  Prin- 
ciples of  Morals  will  be  published  in  a  succeeding  number  of  the  Religion  of  Sci- 
ence Library  (having  the  portrait  here  reproduced  for  its  frontispiece),  and  together 
these  two  pieces  will  afford  an  exact  and  comprehensive  knowledge  of  Hume's 
philosophy.  /«. 


REINCARNATE. 

From  sky  to  sky  a  silent  land, 

Through  which  an  idle  river  flows, 

Upon  its  banks,  on  either  hand. 
The  purple  iris  blows. 

The  sunlight  faints  in  languorous  stream. 
The  sunlight  fades  in  empty  air — 


1  Alfred  Weber,  History  of  Philosophy ,  New  York,  1896. 

2  Weber,  loc.  cit.,  pp.  419-420. 
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A  long,  slant,  timeless,  yellow  gleam, 
On  all,  and  everywhere. 

A  long,  slant,  timeless,  yellow  ray, 
On  which  I  look,  in  which  I  sow — 

What  seed,  O  Soul,  that  fills  to-day 
With  ghosts  of  Long  Ago  ? 

With  ghosts  of  old  Egyptian  sand 
Where  Nilus  oozes  home  to  sea, 

With  half-built  pyramids,  that  stand 
And  frown  through  time  on  me  ? 

For  was  I  slave,  or  was  I  king, 
I  only,  wondering,  startled,  know 

(Let  long,  slant  suns  be  quivering) 
Such  lights  were  long  ago, — 

Were  long  ago,  and  crept  and  twined 
About  my  soul,  and  coiled  and  curled. 

When  in  some  dead  Deed  out  of  mind 
I  won  or  lost  a  world. 


L.  C.  Barnes. 


Pasadena,  Cal. 


BOOK  REVIEWS. 


Whence  and  Whither  :  An  Inquiry  Into  the  Nature  of  the  Soul,  Its  Origin,  and 
Its  Destiny.  By  Dr.  Paid  Cams.  Chicago:  The  Open  Court  Pub.  Co. 
1900.     Pages,  viii,  188.     Price,  cloth,  75  cents  (3s.  6d.). 

The  present  booklet  is  the  latest  utterance  of  the  editor  of  The  Open  Court 
upon  the  crucial  problems  evoked  by  the  conflict  of  science  with  the  conceptions  of 
the  traditional  religions.      His  attitude  is  reconciliatory.     While  an  energetic  sup- 
porter of  the  monistic  psychology,  which  has  been  termed  by  some  of  its  advocates 
as  a  psychology  without  a  soul,   while   thoroughly  aware  of  the  gravity  of  the 
charges  that  have  been  made  against  the  old-fashioned  dualistic  conception  of  the 
soul  as  a  metaphysical  thing-in-itself,  and  conscious  that  modern  science  demands 
a  thorough-going  revision  of  our  religious  views,  he  still  insists  that  the  facts  of 
man's  soul-life  remain  the  same  as  before,  and  that  the  new  psychology  is  not  a 
psychology  without  a  soul,  but  a  psychology  zuith  a   neiu  interpretation  of  tJic 
soul.     He  says :    "The  soul,  it  is  true,  can  no  longer  be  regarded  as  a  mystical  be- 
'  ing,  as  an  entity,  or  an  essence, — a  something  in  itself,  possessed  of  certain  qual- 
'  ities,  and  endowed  with  faculties  :  the  soul  is  not  that  which  feels  and  thinks  and 
•acts,  but  is  the  feeling  itself,  the  thinking  itself,  and  the  acting  itself;  and  the 
'  faculties,  so  called,  are  simply  various  categories  under  which  the  several  sets  of 
'  psychical  functions  may  be  subsumed. 

"There  is  as  little  need  for  the  psychologist  to  assume  a  separate  soul-being, 
'  performing  the  several  soul-functions,  as  there  is  for  the  meteorologist  to  assume 
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"a  wind-entity,  which,  by  blowing,  produces  a  commotion  in  the  air.  According 
"  to  the  positive  school,  the  commotion  in  the  air  itself  is  the  wind.  But  though 
"  we  deny  the  existence  of  a  metaphysical  wind-entity,  winds  blow  as  vigorously  as 
"  they  ever  did  ;  and  why  should  the  soul  of  the  new  psychology  be  less  real  than 
"  the  soul  of  the  old  psychology  ?  " 

The  personality  of  man,  according  to  Dr.  Carus,  does  not  lose  its  significance 
because  modern  science  has  been  so  successful  in  analysing  its  composition  ;  and 
the  unity  of  this  personality,  which  is  commonly  denominated  the  soul,  does  not 
disappear  because  it  has  been  discovered  that  man's  psychical  life  is  not  a  compact 
unit,  an  atom,  or  a  monad.  The  soul  is  a  composite  existence;  yet  being  an  or- 
ganism, it  is  possessed  of  unity.  As  an  organism  it  is  subject  to  change,  but  it  is 
not  for  this  reason  incapable  of  growth,  of  expansion,  of  advancement,  and  eleva- 
tion. 

"  The  main  fact  of  man's  psychical  activity  is  the  continuity  of  his  soul,  for 
"  this  is  the  ultimate  basis  for  the  identity  of  a  man's  personality  through  all  the 
■'  changes  of  his  development.  The  continuity  and  identity  of  each  soul  are  condi- 
"  tions  which  beget  the  feeling  of  responsibility,  and  thus  force  upon  man  the  ne- 
"  cessity  of  moral  conduct." 

The  first  questions  of  psychology,  therefore,  are  the  IVhoice  and  the  IV/iither 
of  the  human  soul.  And  upon  the  solution  of  these  questions  rest  the  answers  to 
the  main  problems  of  life  :  "  What  shall  we  do  ?  "  "  How  shall  we  act  ?  "  "What 
aims  shall  we  pursue  ?  " 

These  answers  Dr.  Carus  has  inductively  formulated  in  five  chapters  entitled 
(i)  The  Nature  of  the  Soul;  (2)  The  Mould;   (3)  Whence?   (4)  Whither?  and  (5)  Is 
Life  Worth  Living  ?     The  reader  will  find  here  the  latest  results  of  biological  and 
psychological  research  employed  for  the  clarification  of  the  great  problems  of  life. 

1^- 


Sketches  of  Tokyo  Life.     By  Jftkichi  Inouye.     Price,  75  cents.     Chicago  :   The 
Open  Court  Pub.  Co. 

The  book,  as  the  title  indicates,  briefly  treats  of  those  aspects  of  Japanese  life  at 
Tokyo  that  seem  to  be  most  attractive  to  foreign  visitors,  such  as  the  story-teller,  the 
actor  and  the  stage,  the  wrestler  {sumo),  \.\ie  geisha  (singing  and  dancing  girl),  the 
fortune-teller,  the  firemen,  and  the  jinrikisha-men.  Though  written  in  English, 
the  book  is  a  genuine  Japanese  production  ;  the  printing,  the  binding,  the  doubly- 
folded  paper,  the  cover-page  design,  the  illustrations  from  blocks  (of  which  there 
are  a  good  many),  and  lastly  the  author  himself — being  all  Japanese.  Its  English 
reads  exceedingly  well,  and  there  is  no  doubt  that  the  book  will  prove  very  enter- 
taining to  English  readers  as  it  presents  many  of  the  quaint  aspects  of  Oriental 
life.     It  will  form  an  appropriate  Holiday  present.  T.  S. 


Shadowings.     By  Lafcadio  Heaj-n.     Boston:  Little,  Brown  &  Co.      igoo.     Pp., 
268. 

Mr.  Lafcadio  Hearn  has  recently  given  us  another  collection  of  short  writings 
dealing  mainly  with  things  Japanese,  but  also  containing  some  of  his  meditations 
on  more  or  less  "ghostly"  topics,  for  which  he  has  a  decided  fe7icha)it.  The 
book  may  be  considered  to  a  certain  extent  as  a  continuation  of  In  Ghostly  Japan, 
and  hence  its  title  Shadoijuiiigs. 
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The  "  Stories  from  Strange  Books"  which  constitute  the  first  part  of  the  work 
are  retold  after  old  Japanese  authors  whose  writings  are  deeply  imbued  with  the 
popular  superstitions  and  modes  of  thought  of  their  time.  The  second  part  com- 
prises three  articles  on  "Semi"  (cicada)  accompanied  with  five  illustrations,  on 
"Japanese  Female  Names,"  and  on  "Old  Songs,"  shedding  some  light  on  the  emo- 
tional, literary,  and  esthetic  side  of  Japanese  life.  The  third  and  last  section  is 
devoted  to  the  author's  own  "Fantasies"  about  certain  dreamy,  umbrageous,  and 
horror-inspiring  subjects, — very  proper  material  for  the  exercise  of  mystic  and 
poetical  imaginations. 

Among  other  subjects,  "  Readings  from  a  Dream-book"  beautifully  brings  out 
the  author's  philosophy,  in  which  we  can  trace  some  Buddhistic  thoughts.  The 
book  as  a  whole  is  very  interesting  reading,  not  only  to  those  who  love  things 
Oriental,  but  to  those  who  reflect  and  philosophise  on  human  life  generally.     T.  S. 


Dr.  John  Martin  Vincent,  Associate  Professor  in  Johns  Hopkins  University, 
thinks  that  the  attractions  of  the  wonderful  natural  scenery  of  Switzerland  are 
rivalled  almost  by  its  peculiar  political  institutions,  and  he  avers  that  to  the  roman- 
tic interest  in  the  dramatic  portions  of  its  history  "there  has  succeeded  a  deeper 
curiosity  regarding  the  political  experience  of  the  mountain  republic."  To  the 
American  reader  especially  this  subject  is  replete  with  comparisons.  The  Swiss 
federation  is  similar  to  our  own  federal  union  ;  the  cantons  resemble  our  states. 
The  experiments  of  the  Swiss,  therefore,  in  direct  popular  legislation,  in  the  nation- 
alisation of  railways  and  industries,  and  in  all  the  other  great  social  and  economic 
questions  of  the  day,  are  calculated  to  afford  instructive  lessons  to  Americans ;  and 
Professor  Vincent's  book.  Government  in  Sivitzerland,  published  in  the  Citizens' 
Library  of  Economics,  Politics,  and  Sociology,  deserves  wide  reading.  (New  York: 
The  Macmillan  Co.      1900.     Pages,  370.     Price,  $1.25.) 


We  have  to  note  another  number  of  the  Citizen's  Library  of  Economics,  Poli- 
tics, and  Sociology.  The  new  book  treats  of  Political  Pa)-ties  in  the  United  States 
I'rom  1S46  to  1861,  and  is  one  of  those  works  which  will  contribute  greatly  to  the 
clarification  of  popular  party  prejudices,  if  it  is  so  fortunate  as  ever  to  be  read  by 
persons  who  share  the  mechanical  party-beliefs.  The  position  taken  by  its  author, 
Mr.  Jesse  Macy,  Professor  of  Political  Science  in  Iowa  College,  is  "that  in  each 
State  where  Democracy  is  far  enough  advanced  to  give  rise  to  political  parties  the 
form  of  organisation  is  determined  by  the  political  institutions,"  and  that  in  the  case 
of  America  the  peculiarities  of  the  American  party  system  have  been  determined  by 
the  peculiarities  of  American  institutions.  He  attributes  the  decline  of  the  old 
Federal  party  to  the  fact  that  it  was  un-American  in  the  form  of  its  organisation, 
and  then  traces  the  development  of  the  party  system  as  differentiated  into  Whig 
and  Democrat.  Lack  of  adjustment  between  party  machinery  and  public  opinion 
led  to  the  disruption  of  these  two  parties  and  to  the  Civil  War.  Since  that  war, 
there  have  been  two  distinct  periods  of  party  history,  the  first  beginning  with  the 
withdrawal  of  the  troops  from  the  Confederate  States  in  1877,  which,  according  to 
Mr.  Macy,  is  emphatically  the  abnormal  period  of  our  party  history,  armies  being 
substituted  for  party  organisations,  and  supporting  these  organisations.  It  was  at 
this  juncture  that  the  spoils  system  reached  its  perfection,  and  the  control  of  the 
party  organisations  passed  into  the  hands  of  professional  managers  devoted  to  "spe- 
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cial  interests  in  more  or  less  conscious  conspiracy  against  the  people."  (New  York: 
The  Macmillan  Co.      igoo.      Pp.,  viii,  333.      Price,  $1.25. ) 


Full  reports  of  the  papers  and  proceedings  of  the  fourth  International  Congress 
of  Psychology,  held  in  Paris  this  year,  may  be  obtained  from  M.  Felix  Mean,  108 
Boulevard  Saint  Germain,  Paris. 

The  issues  of  'Jlic  Ribclot  (a  reprint  of  poetry  and  prose  for  book  lovers, 
chosen  in  part  from  scarce  editions  and  sources  not  generally  known)  for  September 
and  October  are:  (i)  Svc7id  and  His  Brethren,  a  tale  by  William  Morris,  and  (2) 
a  critical  study  of  Ernest  Dozuson,  by  Arthur  Symons.  (Thomas  B.  Mosher. 
Portland,  Me.      5  cents  each.) 


The  September  number  of  the  A'evne  de  inctaphysiqite  el  dc  morale  is  de- 
voted entirely  to  the  Paris  Congress  of  Philosophy,  and  the  reader  will  find  in  its 
two  hundred  odd  pages  full  reports  of  the  proceedings  and  abstracts  of  the  papers 
of  the  Congress.  The  Re-riw  de  metaphysique  et  de  7norcde  is  one  of  the  most 
progressive  of  technical  philosophical  periodicals  and  deserves  encouragement  for 
its  furtherance  of  liberal  philosophical  studies. 


The  Jewish  Publication  Society  of  America,  which  issued  the  translation  of 
Graetz's  excellent  History  of  tJie  Jezcs,  has  secured  the  American  rights  to  Dr. 
M.  Lazarus's  well-known  book  on  the  Ethics  of  Judaisiyi,  which  now  makes  its 
appearance  in  English  translation  from  the  pen  of  Henrietta  Szold.  Dr.  Lazarus, 
w^ho  is  now  in  his  seventy-sixth  year  and  was  for  a  long  time  professor  in  the  Uni- 
versity of  Berlin,  is  highly  esteemed  for  his  labors  in  the  broad  field  of  Jewish  eru- 
dition, and  his  work  may  be  regarded  as  the  fairest  and  most  purely  objective  state- 
ment of  Judaism  that  exists.     (Pages,  309.) 


The  Reformed  Evangelical  Church  of  Florence,  founded  in  1S26  under  the 
protection  of  the  Prussian  government  and  the  oldest  of  the  Protestant  institutions 
of  the  renowned  Italian  city,  has  found  its  historian  in  its  French  pastor,  M.  Tony 
Andre.  The  main  services  of  this  center  of  evangelism  in  Florence  are  held  in 
French,  but  auxiliary  services  are  also  held  in  German  and  Italian.  The  book  con- 
tains thirty-three  illustrations,  and  will  doubtless  find  readers  among  former  and 
future  members  of  the  Florence  congregation.  (Florence  :  Imprimerie  et  Librairie 
Claudienne,  51  Via  dei  Serragli.     Price,  4  francs.) 


The  Librairie  L.  Cerf,  12  Rue  Sainte-Anne,  Paris,  has  announced  the  publi- 
cation of  a  new  review  of  the  philosophy  of  history,  entitled  Revue  de  syyithisc 
historique,  the  purpose  of  which  is  to  affiliate  and  unify  the  various  provinces  of 
historical  research  and  to  exhibit  the  joint  product  of  the  investigations  of  these 
domains  in  the  light  of  the  history  of  philosophy  and  of  science.  The  chief  sub- 
jects which  will  be  discussed  are  the  theory  of  history,  its  principles  and  methods, 
the  determination  of  the  function  of  sociological  research,  historiography,  instruc- 
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tion  in  history,  the  psychological  interpretation  of  history,  the  psychology  of  na- 
tions, etc.  There  will  also  be  departments  for  reviews  of  all  books  in  any  way 
connected  with  historical  subjects,  departments  of  notes,  discussions,  and  bibliog- 
raphies. The  editor  is  Dr.  Henri  Berr,  the  author  of  a  thoughtful  work  entitled 
L'aveuir  de  la  fhilosophic,  reviewed  in  The  Ofen  Co//r/ for  January,  igoo.  The 
list  of  contributors  comprises  many  of  the  most  distinguished  names  of  France,  not 
to  speak  of  representatives  from  Great  Britain,  Germany,  and  America.  (Bi- 
monthly, 17  francs  per  annum.) 


The  Grand  Duchy  of  Finland  in  the  struggle  it  is  now  waging  for  the  preser- 
vation of  its  autonomy  against  the  Russian  government  has  found  an  able  and  im- 
passioned advocate  in  the  person  of  W.  van  der  Vlugt,  Professor  in  the  University 
of  Leyden,  who  has  written  in  French  a  brochure  of  two  hundred  and  eight  pages 
entitled  The  Fintiish  Conflict  from  a  Legal  Point  of  Vieiu.  The  little  book  is 
one  of  a  series  called  Editions  de  Vhninanite  7iouvelle  (Schleicher,  Paris).  L  'hiima- 
nite  noui'elle,  after  which  the  series  is  named,  is  one  of  the  most  liberal  and  pro- 
gressive monthly  reviews  of  France ;  it  is  international  in  its  character  and  devoted 
to  the  sciences,  literature,  and  the  arts.  The  scientific  editor  is  M.  A.  Hamon 
and  the  literary  editor,  M.  V.  Emile-Michelet.  This  review  is  recommended  to 
persons  desirous  of  keeping  in  touch  with  international  thought  from  a  French 
and  continental  point  of  view. 
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THE  ACADEMIC  SCHOOL 

Affords  unsurpassed  facilities  for  the  education  of  children  and  youth. 
All  grades  from  Kindergarten  to  High  School  are  included,  and  students 
who  complete  the  High  School  course  are  prepared  to  enter  any  College 
or  University. 

SUMMER  SCHOOL 

The  Chicago  Institute  maintains  a  Summer  School  of  Pedagogy 
opening  in  July  and  continuing  for  twelve  weeks.  For  convenience,  the 
summer  session  is  divided  into  four  terms  of  three  weeks  each. 

No  entrance  examinations  are  required.  The  school  is  specially  de- 
signed for  teachers  and  others  who  wish  to  use  all  or  a  part  of  the  vaca- 
tion season  to  fit  themselves  more  fully  for  their  profession  under  the 
most  favorable  conditions. 

COURSE   OF  STUDY 

A  NEW  DEPARTURE  IN  EDUCATIONAL  PUBLICATIONS 

The  Course  of  Study  is  a  magazine  of  about  loo  quarto  pages, 
edited  by  the  Faculty  of  the  Chicago  Institute  and  published  monthly  at 
$2.00  per  year. 

It  is  made  up  of  practical  working  outlines,  with  book  references, 
illustrations,  working  drawings,  etc,  covering  all  subjects  in  the  curric- 
ulum. 

For  the  convenience  of  Superintendents,  Principals  and  Teachers, 
the  outlines  of  each  subject  and  grade  are  published  separately  in  leaflet 
form  and  may  be  obtained  in  quantities  as  desired. 


FOR  CATALOGUE  OR  INFORMATION  ADDRESS 

FRANCIS  W.   PARKER,   President 

Cxjo  WELLS  STREET,   CHICAGO,   ILL. 


Elementary  Mathematics 


A  Brief  History  of  Mathematics.  By  the  late  Dr.  Karl  Fink,  Tubingen,  Germany. 
Translated  by  U'oostcr  Woodrufy  Beman,  Professor  of  Mathematics  in  the  University 
of  Michigan,  and  Dai'id  Eugetie  SmitJi,  Principal  of  the  State  Normal  School  at  Brock- 
port,  N.  Y.  With  biographical  notes  and  full  index.  I'p.  345.  Cloth,  $1.50  net  (5s. 
6d.  net). 

Not  a  book  of  anecdotes,  nor  one  of  biography  ;  but  a  clear  and  brief  statement  of 
the  /(?cVs  of  mathematical  history.     An  invaluable  work  for  teachers  of  mathematics. 

"  Dr.  Fink's  work  is  the  most  systematic  attempt  yet  made  to  present  a  compendious  history  of 
mathematics."  — TVzt?  Outlook. 

"  This  book  is  the  best  that  has  appeared  in  English.  It  should  find  a  place  in  the  library  of  every 
teacher  of  mathematics." — The  Inland  Educator. 

On  the  Study  and  Difficulties  of  Mathematics.  By  Augustus  Dc  Morgan.  With 
Portrait  of  De  Morgan,  Index,  and  Bibliographies  of  Modern  Works  on  Algebra,  the 
Philosophy  of  Alathematics,  Pangeometry,  etc.  Pp.  viii,  288.  Red  Cloth,  $1.25  (4s, 
6.)  net. 

"  The  point  of  view  is  unusual ;  we  are  confronted  by  a  genius,  who,  like  his  kind,  shows  little  heed 
for  customary  conventions.  The  '  shaking  up  '  which  this  little  work  will  give  to  the  "^oung  teacher, 
the  stimulus  and  implied  criticism  it  can  furnish  to  the  more  experienced,  make  its  possession  mos' 
desirable.  This  '  Mathematical  Series  '  must  be  held  one  of  the  most  notable  achievements  of  The 
Open  Court." — Michigan  Alumnus,  April,  'gg. 

Lectures  on  Elementary  Mathematics.  By  Joseph  Louis  Lagrange.  With  Portrait 
of  Lagrange,  Notes,  Biographical  Sketch,  Marginal  Analyses,  Index,  etc.  Red  Cloth. 
Pp.  172.     Price,  $1.00  (4s.  6d.)  net. 

"  When  the  next  book  of  this  series  is  out,  send  it  along.  It  is  the  most  valuable  series  published 
—  Williatn  Bellis,  Central  Michigan  Normal. 

"Historical  and  methodological  remarks  abound,  and  are  so  woven  together  with  the  mathemati. 
cal  material  proper,  and  the  whole  is  so  vivified  by  the  clear  and  almost  chatty  style  of  the  author  as  to 
give  the  lectures  a  charm  for  the  reader  not  often  to  be  found  in  mathematical  works." — Bulletin  Amer^ 
ican  Mathematical  Society. 

"  Probably  never  equalled  in  the  peculiar  quality  of  leading  the  mind  to  see  and  enjoy  the  beauty 
as  well  as  the  accuracy  of  the  science." — Chicago  Chronicle . 

Mathematical  Essays  and  Recreations.  By  Her?nann  Schubert,  Professor  of  Mathe- 
matics in  the  Johanneum,  Hamburg,  Germany.  Pp.  149.  Cuts,  37.  Price,  Red  Cloth, 
75c  (3s.)  net. 

"  Professor  Schubert  expounds  with  great  lucidity,  and  the  translator's  work  has  been  excellently 
done." — Manchester  Guardian. 

"  Professor  Schubert's  Essays  make  delightful  reading.  They  deal,  not  with  the  dry  side  of  mathe- 
matics, but  with  the  philosophical  side  of  that  science  on  the  one  hand  and  its  romantic  side  on  the 
other.  They  are  admirably  lucid  and  simple  and  answer  questions  in  which  every  intelligent  man  is 
interested." — Chicago  Evening  Post. 

Elementary  Illustrations  of  the  Differential  and  Integral  Calculus.  By  Augustus 
De  Morgan.  New  reprint  edition.  With  sub-headings  and  bibliography  of  English 
and  foreign  works  on  the  Calculus.     Red  Cloth.     Price,  $1.00  (4s.  6d.)  net. 

"  It  aims  not  at  helping  students  to  cram  for  examinations,  but  to  give  a  scientific  explanation  of 
the  rationale  of  these  branches  of  mathematics.  Like  all  that  De  Morgan  wrote,  it  is  accurate,  clear, 
and  philosophic." — Literary  World. 


THE  OPEN  COURT  PUBLISHING  CO.,   3.4^S'e^a^b^o?A  st. 

London  :   Kegan  Paul,  Trench,  Triibner  &  Co.,  Ltd. 


L'HUMANITE    NOUVELLE 

REVUE  INTERNATIONALE  ILLUSTREE 
SCIENCES,  LETTRES  ET  ARTS 

Parait  mensuellement  en  un  volume  in-8°  d'au  moins  128  pages. 

La  Revue  ne  publie  que  de  rinedit. 

DIRECTEUR  SCIENTIFIQUE  :  DIRECTEUR   LITTERAIRE: 

A.  HAMON.  V.  E/VIILE=MICHELET 


L'HUMANITE  NOUVELLE 

est  la  moins  couteuse,  la  mieux  faite,  la  plus  complete  et  la  plus 
independante  de  toutes  les  revues. 

L'HUMANITE  NOUVELLE 

traite  de :  Sciences  mathematiques,  physiques,  geographiques, 
biologiques ;  Lettres,  Arts,  Sociologie,  Economique,  Politique, 
Philosophie,  Religion. 

L'HUMANITE  NOUVELLE 

public  des  articles  dus  aux  meilleurs  auteurs  de  tons  les  pays. 

Dans  chaque  numero  il  y  a  des  chroniques  litteraire,  artis- 
tique,  theatrale,  politique,  une  revue  des  livres  et  revues  de 
toutes  les  langues  et  de  tons  sujets. 

Aucune  Revue  ne  pent  rivaliser  avec  V Humaniie  Nouvelle. 
Envoi  d'un  numero  specimen  gratis  sur  demande. 


ABONNEMENTS; 

Union  postale  :   un  an  i8  fr. ;  6  mois  9  fr.  50;  le  N°:    1.75. 
France  et  Belgique  :   un  an  15  fr. ;  6  mois  8  fr. ;  le  N" :    1.50. 
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Philosophical  and  Psychological  Portrait  Series. 

Suitable  for  framing:  and  hangfing  In  public  and  private  libraries,  laboratories,  seminaries, 
recitation  and  lecture  rooms. 


The  portraits,  which  are   ii  x  14  in.,  have  been  taken  from  the  best  sources,  and  are 
high-grade  photogravures.     The  series  is  now  complete. 


Philosophical : 

PYTHAGORAS 

SPINOZA 

HEGEL 

SOCRATES 

LOCKE 

SCHLEIHRMACHER 

PLATO 

BERKELEY 

SCHOPENHAUER 

ARISTOTLE 

HUME 

HERBART 

EPICTETUS 

MONTESQUIEU 

FEUERBACH 

THOMAS  AQUINAS 

VOLTAIRE 

LOTZE 

ST.  AUGUSTINE 

D'ALEMBERT 

REID 

AVERRHOES 

CONDILLAC 

DUGALD  STEWART 

DUNS  SCOTUS 

DIDEROT 

SIR  W.  HAMILTON 

GIORDANO  BRUNO 

ROUSSEAU 

COUSIN 

BACON 

LEIBNITZ 

COMTE 

HOBBES 

WOLFF 

ROSMINI 

DESCARTES 

KANT 

J.  STUART  MILL 

MALEBRANCHE 

FICHTE 

HERBERT  SPENCER 

SCHELLING 

Psychological 

CABANIS 

MACH 

ROMANES 

MAINE  DE  BIRAN 

STUMPF 

PAUL  lANET 

BENEKE 

EXNER 

RIBOT 

E.  H.  WEBER 

STEINTHAL 

TAINE 

FECHNER 

BAIN 

FOUILLEE 

HELMHOLTZ 

SULLY 

BINET 

WUNDT 

WARD 

G.STANLEYHALL 

HERING 

C.  L.  MORGAN 

G.  T.  LADD 

AUBERT 

KAN  r.     [Orig-inal  i  iX'4  in.) 

To  Subscribers: 

TERMS :  For  the  zchole  series  (68  por- 
traits) on  regular  paper,  $7.50  (JJ^.);  on 
heavy  Imperial  Japanese  paper ,  $11  i^^os.). 

The  Philosophical  Series,  43  portraits. 
Imperial  Japanese  paper,  $8.75  (40s.);  the 
same  on  the  best  plate  paper,  $6.25  (30s.). 
The  Psychological  Series,  25  portraits,  on 
Imperial  Japanese  paper,  $5  00  (24s.);  the 
same  on  the  best  plate  paper,  $3.75  (i8s. ). 
(The  higher  prices  in  parentheses  refer  to 
foreign  countries.  Carriage  prepaid.)  Single 
portraits  on  regular  paper,  25  cents. 

For  subscribers  who  may  prefer  not  to 
frame  the  portraits,  a  7ieat  port/olio  will  be 
provided  at  a  cost  of  $1.00  additional. 


"  I  have  received  the  first  instalment  of 
the  series  of  portraits  of  philosophers,  and 
am  very  much  pleased  with  them." — Prof. 
David  G.  Ritchie,  St.  Andrews,  Scotland. 


HOBBES.      {Original  J ly^i 4  in.) 


"I  congratulate  you  on  the  magnificent  character  of  the  portraits,  and  I  feel  proud  to 
have  such  adornments  for  my  lecture  room." — J.  J.  McNulty,  Professor  of  Philosophy  in 
the  College  of  the  City  of  New  York. 
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'A  Weekly  Feast  to  Nourish  Hungry  Minds."— iV.  V.  Evarigelist. 


rOUNDED    BY    E.    LITTELL    IN    1844. 


THE  LIVING  AGE 


>f  Contemporary  Literature  and  Thought. 


A    Necessity  ^^  Every  Reader  of  Intelligence  and  Literary  Taste 


"THE  SIEGE  OF  THE   LEGATIONS" 

The  Living  Age  will  begin  in  its  issue  for  November  17,  and  will 
continue  for  several  successive  numbers,  a  thrilling  account  of  "The  Siege 
of  the  Legations,"  written  by  Dr.  Morrison,  the  well-known  correspondent 
of  The  London  Times  at  Peking.  This  narrative  is  of  absorbing  interest 
in  its  descriptions  of  the  daily  life  of  the  besieged  legationers,  and  it  is 
noteworthy  also  as  containing  some  disclosures  relating  to  the  inside  history 
of  what  went  on  at  Peking  in  those  stirring  days,  which  are  altogether  new 
and  of  the  utmost  importance.  The  unusual  length  of  Dr.  Morrison's 
narrative  has  precluded  and  probably  will  preclude  any  other  publication 
of  it  on  this  side  of  the  Atlantic  In  England  it  has  attracted  wide 
notice. 

"The  London  Spectator''  remarks  concerning  Dr.  Morrison's  narrative  of  the  siejre  : 
The  Times  has  at  la-t  received  and  i)iil)li9hed  a  full  narrative  from  its  correspondent,  Pr. 
Morrison,  of  all  that  preceded  and  accompanied  the  siege  of  the  Legations.  Gibbon  could  not  have 
told  the  storv  better  Jt  is  obviouslv  impartial,  full  of  detail,  yet  clear  and  consistent,  and  it  lias 
been  accepted  throughout  the  Continent  as  M<;  history  of  that  sti'ange  episode  In  the  relations  of 
Kurope  with  Asia. 

Each  Weekly  IN  umber  Contains  Sixty =Four  Payes 

In  which  are  given,  without  abridgment,  the  most  interesting  and  Important  contributions  to 
the  periodicals  of  Great  Britain  and  the  Continent,  from  the  weighty  articles  In  the  quarterlies  to 
the  light  literary  and  social  essays  of  the  weekly  literary  and  political  journals.  Science,  politics, 
biograpiiy,  discovery,  art,  travel,  public  affairs,  literary  criticism  and  all  other  departments  of 
knowledge  and  discussion  which  interest  Intelligent  readers  are  represented  In  its  pages. 

Each  Number  Contains 

A  short  story  and  an  Instalment  of  a  serial  story ;  and  translations  of  striking  articles  from 
French,  German,  Italian  and  Spanish  periodicals  are  made  expressly  for  the  magazine  by  Its  own 
staff  of  translators. 

THE  LIVING  AGE  has  ministered  for  over  fifty=six  years  to  the  wants  of  a  large  class  of 
alert  and  cultivated  readers,  and  is  today  perhaps  even  more  valuable  than  ever  to  those  who  wish 
to  keep  ahreast  of  current  thought  and  discussion. 

PUBLISHED  WEEKLY  AT  $6.00  A  YEAR,  POSTPAID.   SINGLE  NUMBERS,  15  CENTS  EACH. 


Until  the  edi- 
tion is  exhausted 


FREE  FOR  THREE    MONTHS, 

there  will  be  sent  to  each  new  sul:)scriber  for  I'.H)!,  on  request,  the  numbers 
of  THE  LIVING  AGE  from  October  1st  to  December  31st,  1900.  These 
numbers  will  contain  The  Siege  of  the  Legations,  as  above,  Heinrich  Seid- 
el's  attractive  serial.  The  Treasure,  and  the  opening  chapters  of  A  Parisian 
Household  by  Paul  Bourget.  These  serials  are  copyriyhted  by  THE 
LIVI/\G  AGE  and  will  appear  only  in  this  magazine. 

Address  THE   LIVING   AGE   CO.,    P.O.    Box  5206,    Boston. 


TJVO  BOOKS  BY  F.   MAX  MULLER 


TJiree  lutroduclory  Lectures  on  the  Science  of  Thought. 

With  a  correspondence  on  "Thought  Without  Words,"  between  F.  Max  Muller 
and  Francis  Galton,  the  Duke  of  Argyll,  George  J.  Romanes,  and  others. 

I.  The  Simplicity  of  Language;  2.  The  Identity  of  Language  and  Thought;  and 
3.   The  Simplicity  of  Thought.     Pp.,  128.     Cloth,  75  cents. 

F.  Max  Muller  sets  forth  in  this  book  his  view  of  the  Identity  of  Language  and 
which  is  a  further  development  of  Ludwig  Noire's  theory  that  "man   thinks  be- 
cause he  speaks." 

"The  ripe  expression  of  a  life-lonj 
Scotsman,  Edinburgh. 


Prof. 
Thought, 


labor  in  the  study  of  the  science  of  language. 


Three  Lectures  oii  the  Science  of  Language'. 

The  Oxford  University  Extension  Lectures,  with  a  Supplement,  "My  Predecessors," 

an  essay  on  the  genesis  of  "  The  Science  of  Thought."  Pp.,  112.   Cloth,  75  cents. 

Prof.  F.  Max  iMiiller  points  out  that  the  difference  between  man  and  animal  is  due  to 

language,  yet  there  is  no  mystery  in  language.    Thought  is  thicker  than  blood,  and  the  bonds 

of  the  same  language  and  the  same  ideas  are  stronger  than  family  or  race. 

"The  old  fascination  and  still  riper  wisdom  are  offered  in  these  later  utterances  " — The 
Watcliman,  Boston. 


THE  OPEX  COURT  PUBLISHING  COMPANY, 

S24  DEARBORX  S7\,    CHICAGO.   ILL. 


FRANZ  SCHWARZER 


^L\NUFACTURER  OF 


Zithers,    Mandolins,   and    Strings. 

Established  1864. 


The  Schwarzer  Zither  is  the  only  Zither  exported  to  all  parts  of  the  civilized  world.  Schwarzers' 
Z)ther5  and  Mandolins  are  offered  to  the  trade  and  public  as  being  the  highest  grade  in  quality  and 
durability.     Catalogue  on  application. 

Factory  at  WASHINGTON,  MO.,  U.  S.  A. 


THE 

BIBLIOTHECA   SACRA 

FOR  JULY,    1900 


Nine  Articles  by  Oberlin  Professors 

INAUGURAL  ADDRESS.  John  Henry  Barroxvs 

A  STUDY  IN  THE  LIFE  OF  JESUS.  Edward  Increase  Boszvorth 

THE  PRESENT  STATUS  OF  OLD  TESTAMENT  BIBLICAL  THEOLOGY. 

George  Stocktoyi  Burroughs 

THE  ECONOMIC  INTERPRETATION  OF  THE  FALL  OF  MAN. 

Thomas  A'ixon  Carver 

BOSSUET;  OR,  THE  MAKING  OF  A  PREACHER.  Albert  Henry  Currier 

RELIGION   AS  A  PERSONAL  RELATION.  Henry  Churchill  King 

THE  CATHOLIC  ANTI-REFORMATION   IN  BOHEMIA.  Louis  Francis  Miskovsky 

PRESIDENT  FINNEY  AND  AN  OBERLIN  THEOLOGY.  Albert  Tcfnple  Szving 

THE  LESSON  OF  THE   NEW  HYMNALS  Ediuard  Dickinson 

Two  Articles  by  Oberlin  Alumni 

OBERLINS  CONTRIBUTION  TO  ETHICS. 

Professor  W.  E.  C.   Wright,  Olivet,  Mich. 

LIMITING  SALOON  TERRITORY.     THE  MINNEAPOLIS  PLAN. 

Captain  Jiidson  N.  Cross,  Minneapolis,  Minn. 

FOR  OCTOBER,   1900 
Five  articles  by  Crozer  Seminary  Professors 

COMPETENCE  OF  IMAGINATION  TO  SERVE  THE  TRUTH.  E.  H.  Johnson 

THE  CHURCH  AT  ANTIOCH.  /.  M.  Stijler 

FIFTY  YEARS  OF  BAPTIST  HISTORY.  Henry  Clay  Veddcr 

THE  TITLE   "THE  SON  OF  MAN."  Milton  G.  Evans 

THE  RESURRECTION  OF  THE  LORD  JESUS  CHRIST  THE  CENTRAL 

FACT  IN  CHRISTIANITY.  Hejiry  G.   Weston 

Other  Articles 

THE   APPEAL  TO   REASON.  Rev.  Joseph  Evans  Sagebeer,  Philadelphia,  Pa. 

THEOLOGY  IN  TERMS  OF  PERSONAL  RELATION. 

Prof.  Henry  Churchill  King,  Oberlin,  O. 
This  is  a  continuation  of  the  important  article  in  the  July  number. 

THE  PROBLEM.  IN  CHINA.  G.  Frederick  Wright 

Single  number,  75  cents.     Yearly  subscription,  $3.00 


Write  for  Sample  Pages  and  Offers  to  New  Subscribers  : 

THE  BIBLIOTHECA  SACRA  CO., 

OBERLIN,   OHIO,  U.  S.  A. 


Three  Publications  of  Note 


A  WORK  ON  PSYCHOLOGY. 

THE  EVOLUTION  OF  GENERAL  IDEAS.  By  Th.  Ribot,  Professor  in 
the  College  de  France.  Authorised  translation  from  the  French  by 
Frances  A.  Weiby.      Pp.,  xi,  231.      Price,  cloth,  $1.25  (6s.  6d.). 

"All  that  he  writes  is  lucid  and  suggestive,  and  the  course  of  lectures  here  trans- 
lated is  a  characteristic  contribution  to  psychology." — Nature. 

"An  interesting  and  instructive  essay,  and  well  within  the  capacity  of  the  general 
reader." — The  Dial. 

A  CONTRIBUTION  TO  SOCIOLOGY. 

SCIENCE  AND  FAITH,  or  Man  as  an  Animal  and  Man  as  a  Member 
OF  Society.  With  a  Discussion  of  Animal  Societies.  By  Dr.  Paul 
Topina7-d,  Late  General  Secretary  of  the  Anthropological  Society  of 
Paris,  and  Sometime  Professor  in  the  School  of  Anthropology.  Pp., 
361.      Price,  cloth,  gilt  top,  $1.50  net  (6s.  6d.  net). 

"A  most  interesting  volume." — Glasgoiu  Herald. 

"Stimulating  and  suggestive."— 77i^  Scotsman. 

"  The  book  is  worth  reading,  whether  we  are  or  are  not  satisfied  with  its  conclu- 
sions."— Nature. 

"An  unusually  interesting  volume  ....  suggestive  in  the  highest  degree  ... 
worth  the  time  of  any  man  to  read  from  beginning  to  end." —  Times- Herald. 


A  BOOK  ON  COMPARATIVE  FOLK-LORE. 

SOLOMON  AND  SOLOMONIC  LITERATURE.  By  Moncure  D.  Conway. 
Pp.,  viii,  243.  Bound  in  red  cloth.  Price,  $1.50  net  (6s.).  Portrays 
the  entire  evolution  of  the  Solomonic  legend  in  the  history  of  Judaism, 
Christianity,  Hinduism,  Buddhism,  and  Parseeism,  and  also  in  ancient 
and  modern  folk-lore,  taking  up,  for  example,  the  legend  of  Solomon's 
ring,  Solomon's  seal,  etc.,  etc. 

"A  thoughtful,  interesting,  and  scholarly  study." — Pittsburgh  Ti7?ies. 

"  Full  of  curious  lore." — Matichester  Guardian. 

"  Mr.  Conway's  book  on  Solomonic  literature  is  precisely  such  a  work  as  we  should 
e.xpect  from  the  author  of  Sacred  Anthology.  The  logic  is  everywhere  blazed  with 
the  poetry  of  Mr.  Conway's  nature.     There  are  frequent  passages  of  great  eloquence." 
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NOTABLE  PUBLICATIONS 

SKETCHES  OF  TOKYO  LIFE 

By  JuKicHi  Inuuve.  Numerous  curious  illustrations  from  wood-blocks, 
doubly-folded  sheets,  Japanese  printing,  binding,  paper,  etc.,  etc. 
Pp.  io8.      Price,  75  cents. 

Text  in  English.  Treats  of  many  quaint  aspects  of  Japanese  life — the  story-tellers'  hall, 
the  actor  and  the  stage,  the  wrestler  and  the  ring,  fortune-telling,  fires  and  firemen,  jinriki- 
shas,  dancing-girls,  etc. 


A  CANDID  EXAMINATION  OF  THEISM 


By   Phvsicus   (the   late   G.    J.   Romanes,    M.  A., 
Third  Edition.      Pp.  xi,  197.      Cloth,  ^2.00. 


LL.  D.,    F.  R.  S.). 


This  book  was  originally  written  by  Romanes  in  1878.  It  is  a  powerful  arraignment  of 
theism,  which  the  young  investigator  felt  obliged  to  forsake  at  this  time  on  purely  rational 
grounds,  but  to  which  he  afterwards  reverted  when  near  his  death.  Romanes'  'Ilioughts  on 
A'cIi,ifio)i,  his  well-known  posthumous  work,  was  written  to  offset  this  book  Together  they 
form  an  interesting  study  in  individual  religious  development. 
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Treatises  on  Evolution. 


Darwin  and  After  Darwin. 

An  Exposition  of  the  Darwinian  Theory  and  a  Discussion  of  Post-Darwinian  Questions. 

By  GEORGE  JOHN  ROMANES,   LL,  D.,  F.  R.  S. 


Part  I.  The  Darwinian  Theory.  Pp.  xiv. 
460.  125  Illustrations.  Second  Edition. 
With  Portrait  of  Darwin.     Cloth,  $2.00. 

"The  best  single  volume  on  the  general 
subject  since  Darwin's  time." — American 
lYaturali'st. 

"The  most  lucid  and  masterly  presenta- 
tion of  the  Darwinian  theory  yet  written." — 
Public  Opinion. 

"The  best  modern  handbook  of  evolu- 
tion."—  The  N'ation. 

Part  III      Post  =  Darwinian    Questions. 

Pp.  iSi.     With  Portrait  of  Mr.  Gulick. 
The  three  volumes  of  Dar 


Part  II  Post  -  Darwinian  Questions. 
Heredity  and  Utility.  Pp.  xii,  344. 
With  Portrait  of  Romanes.   Cloth,  $1.50. 

"The  clearest  and  simplest  book  that  has 
appeared  in  the  sphere  of  the  problems  it 
discusses." — Cliicago  Dial. 

"Contains  the  ripest  results  of  deep  study 
of  the  evolutionary  problem.  .  .  .  No  student 
of  the  subject  can  afford  to  neglect  this  last 
volume  of  Romanes." — Bibliotheca  Sacra. 
Isolation  and  Physiological  Selection. 
Cloth,  $1.00. 
Did  After  Dariciii   Supplied   to   One   Order  for   $4.00  net. 


The  Primary  Factors  of  Organic  Evolution. 

By  PROFESSOR  E.   D.   COPE. 
Cuts,  121.     Pages,  550.     Tables,  Bibliography,  Index.     Cloth,  net,  $2.00. 
"Will  stand  as  the  most  concise  and  complete  exposition  of  the  doctrines  of  the  Neo- 
Lamarckian  school  hitherto  published.     A  most  valuable  text-book." — Science,  N.  Y. 

"  A  work  of  unusual  originality.  No  one  can  read  the  book  without  admiring  the  inti- 
mate knowledge  of  facts  and  the  great  power  of  generalisation  which  it  discloses." — Prof. 
J.  McK.  Cattell. 


A   First    Book   in   Organic 
Evolution. 

An    Introduction  to  the  Study  of   the  Develop= 
ment  Theory. 

By  D.  KERFOOT  SHUTE,   M.  D. 

Professor  of  Anatomy  in  the  Medical  Department  of 

the  Columbian  University, 

Pp.  xvi,  285,  39  illustrations — 9  in  natural 
colors.     Price,  cloth,  $2.00  (7s.  6d.). 

"  It  is  a  presentation  of  the  subject  for  the 
general  reader,  which  is  masterly,  clear,  and 
entertaining.  A  profound  subject  is  thor- 
oughly grasped ;  a  technical  subject  is  made 
plain  ;  and  a  complex  subject  is  made  simple. 
I  am  especially  delighted  with  it  as  a  book 
for  auxiliary  reading  in  the  High  Schools 
and  Colleges  of  the  country." — Major  J.  W. 
Pozuell,  Smithsonian  Institution,  Washington, 
D.  C. 


The  Principles  of  Bacteri= 
ology. 

By  Dr.  FERDINAND  HUEPPE, 

Professor  of  Hygiene  in  the  University  of  Prague. 

Translated  from  the  German  and  annotated 

by    Pdzc'in    O.    Jordan,    Ph.    D.,    Assistant 

Professor  of  Bacteriology  in  the  University 

of  Chicago.    28  Cuts.    5  Colored  Plates.    Pp. 

465.      Price,  $1.75  (9s.). 

Invaluable  Information    for  the  Physician,   Sci- 
entist, and  General  Reader. 

"It  is  the  work  of  a  master  of  the  subject, 
who  is  not  only  a  scientific  man  in  the  sense 
of  being  an  observer,  but  also  in  the  sense  of 
having  a  truly  philosophical  mind." — 7^he 
Lancet,  London. 
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THE   PHYSICAL  REVIEW, 

A  JOURNAL   OF  EXPERIMENTAL  AND 
THEORETICAL  PHYSICS. 


CONDUCTED  BY 

EDWARD  L.  NICHOLS,  ERNEST  MERRITT,  and  FREDERICK  BEDELL. 


Two  volumes  of  The  Physical  Review  are  published  annually,  these 
volumes  beginning  in  July  and  January,  respectively,  and  containing  at 
least  five  numbers  each.  The  price  of  subscription  is  two  dollars  and  fifty 
cents  a  volume  (five  dollars  a  year),  or  fifty  cents  a  number.  Subscriptions 
should  be  sent  to  the  publishers,  The  Macmillan  Company,  66  Fifth  Ave., 
New  York;  Messrs.  Macmillan  &  Co.,  Ltd.,  London;  or  to  Messrs.  Mayer 
&  Mueller,  Berlin. 

Previous  to  Volume  V.  (July-December,  1897),  The  Physical  Review 
was  published  in  annual  volumes,  each  containing  six  bi-monthly  numbers, 
beginning  with  the  July-August  number,  1893.  These  may  be  obtained 
from  the  publishers  at  the  former  subscription  price,  tliree  dollars  per 
volume. 

Correspondence  relating  to  contributions  should  be  addressed  to  the 
editors,  at  Ithaca,  New  York. 

Manuscript  intended  for  publication  in  The  Physical  Review  must 
be  communicated  by  the  author;  when  publication  in  other  journals  is  con- 
templated, notice  to  this  effect  should  be  given. 

The  authors  of  original  articles  published  in  the  Review  will  receive 
one  hundred  separate  copies  in  covers,  for  which  no  charge  will  be  made  ; 
additional  copies  when  ordered  in  advance,  may  be  obtained  at  cost. 


PUBLISHED  FOR  CORNELL  UNIVERSITY. 

THE  MACMILLAN   COMPANY, 

NEW  YORK. 


Chinese  Philosophy,  Fiction,  and  Religion 


CHINESE  PHILOSOPHY:  Being  an  Exposition  of  the  Main  Characteristic 
Features  of  Chinese  Thought.  By  Dr.  Paul  Cams.  Pp.,  62.  Numer- 
ous diagrams  and  native  characters  and  ilhistrations.  Price,  paper, 
25  cents  (is.  6d.). 

"Valuable  and  of  unquestioned  reliability.  The  delineation  of  the  philosophy  that 
underlies  the  Chinese  civilisation  is  so  ably  done  in  these  pages  that  the  reader  cannot 
fail  to  appreciate  the  causes  which  produce  Chinese  conservatism." — Toledo  Blade. 

CHINESE  FICTION.      By  the  Rev.  George  T.  Candlin.      With  illustrations 

from  original  Chinese  works,  specimen  facsimile  reproductions  of  texts, 

and  translations  of  representative  passages.      Giving  a  clear  and  vivid 

r^siand  oi  Chinese  romantic  literature.     Pp.,  51.     Paper,  15  cents  (gd.). 

"A  list  of  'fourteen  of  the  most  famous  Chinese  novels'  is  given.  Many  long  quo 
tations  from  plays,  poems,  and  stories  are  given,  and  the  pamphlet  is  a  source  of  great 
pleasure.     The  pictures,  too,  are  charming." — The  Chicago  I'imes  Herald. 

LAO=TZE'S  TAO=TEH=KINQ  ^^  m.^%^  Chinese-English.  With  Introduc- 
tion, Transliteration,  and  Notes.  By  Dr.  Paul  Carus.  With  a  photo- 
gravure frontispiece  of  the  traditional  picture  of  Lao-Tze,  specially 
drawn  for  the  work  by  an  eminent  Japanese  artist.  Appropriately 
bound  in  yellow  and  blue,  with  gilt  top.    Pp.,  345.    Price,  ^3.00  (15s.). 

Contains:  (i)  A  philosophical,  biographical,  and  historical  introduction  discussing 
Lao-Tze's  system  of  metaphysics,  its  evolution,  its  relation  to  the  philosophy  of  the 
world,  Lao-Tze's  life,  and  the  literary  history  of  his  work  ;  (2)  Lao-Tze's  Tao-  Teh-King 
in  the  original  Chinese;  (3)  an  English  translation;  (4)  the  transliteration  of  the  text, 
where  every  Chinese  word  with  its  English  equivalent  is  given,  with  references  in  each 
case  to  a  Chinese  dictionary  ;  (5)  Notes  and  Comments ;   (6)  Index. 

"  Extraordinarily  interesting.     Of  great  moment." — The  Outlook. 

"  A  truly  remarkable  achievement." — The  North-China  Herald. 

"  While  of  great  importance  to  the  serious  student,  it  is  usable  and  interesting  to 
any  one  who  cares  at  all  for  the  thought  and  religions  of  the  Orient. " —  The  Nezu  Unity. 

"  Much  labor  has  been  put  into  this  book.  It  will  be  a  great  addition  to  the  knowl- 
edge which  English  readers  have  of  one  of  the  greatest  of  religious  books  and  religious 
leaders." — 'The  Church  Union. 

"It  is  a  convenient  volume  through  which  to  make  such  acquaintance  with  the 
Chinese  language  and  Chinese  thought  as  an  American  scholar  must  consider  desirable 
in  view  of  the  present  increased  intercourse  with  the  Oriental  world." — Reformea 
Church  Revieu.'. 

' '  All  that  one  could  do  to  make  the  immortal  '  Canon  on  Reason  and  Virtue '  alluring 
to  American  readers  has  certainly  been  done  by  the  author.  The  translation  is  faith- 
ful, preserving  especially  the  characteristic  terseness  and  ruggedness  of  style  of  the 
original,  the  type  work  is  superb,  the  comments  judicious,  and  the  binding  a  bright 
yellow  with  blue  and  gilt  and  red  trimmings." — The  Cumberland  Presbyterian. 
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SCHOPENHAUER    RUSTS 

The  Opeti  Court  Publishmg  Co.  has  procured  from  Elisabet 
Ney,  the  famous  sculptress,  the  original  model  of  her  well- 
known  bust  of  Schopenhauer,  made  in  1859,  a  year  before  the 
death  of  the  great  philosopher.    (Photographs  on  application.) 

Plaster  Casts  Made  from  the  Original  Model  by  Elisabet  Ney. 

A  limited  number  of  life-size  plaster  reproductions  of  this 
model  have  been  made  and  are  offered  for  sale  at  ^15.00  each. 
Transportation  is  extra,  but  the  weight  of  the  bust,  packed 
and  ready  for  shipment,  will  not  exceed  fifty  pounds. 
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A  Psycholo§:y  for  Beginners 

AN  OUTLINE  SKETCH. 

By  HIRA/n  M.  STANLEY, 

Member  of  the  American  Psychological  Association,  author  of  the  "Evolu- 
tionary Psychology  of  Feeling"  and  "Essays  on  Literary  Art. "  Pages,  44. 
Boards.      Price,  40  cents  (2s.). 

A  Terse  Statement  of  Psychological  Facts 

Designed  to  give  to  beginners  a  direct  insight  into  the  subject  and 
familiarity  with  its  methods.  The  student  is  told  as  little  as  possible,  but  is 
allowed  to  learn  for  himself  by  simple  observation  and  experiment. 

"A  capital  little  primer  ....  printed  in  bold  type  ....  with  twenty-six 
blank  pages  of  stout  paper  for  the  scholar's  notes  and  exercises  ....  Treats 
the  most  elementary  principles  of  psychology  ....  in  the  semi-conversa- 
tional style  that  suggests  the  practised  teacher."    Literary  World,  London. 

"Invaluable  to  teachers." — Canadian  Teacher. 


History  of  Modern  Philosophy  in  France 


LUCIEN  IvEVY-BRUHL 

Maitre  de  Conference  in  the  Sorbonne.     Professor  in  the  Ecole  Libre  des 
Sciences  Politiques. 

With  twenty-three  photogravure  and  half-tone  portraits  of  French  phi- 
losophers, from  rare  and  classical  sources.  Also  a  Bibliography  of  Modern 
French  Philosophy.  Handsomely  bound,  printed  on  antique  paper,  with 
wide  margins.      Pp.,  500.      8vo.      Price,  $3.00  (12s.). 

"A  more  attractive  book  than  this  it  has  seldom  been  our  pleasure  to 
read.  Paper,  type,  binding,  and  especially  the  portraits,  contribute  to 
make  a  sumptuous  volume.  But  its  mechanical  perfection  is  the  smallest 
element  of  its  value.  Any  one  who  expects  to  find  this  either  a  dry  or  an 
inexact  or  an  incomplete  book  will  be  most  agreeably  disappointed.  To 
every  one  of  competent  philosophical  knowledge  or  curiosity,  it  will  prove 
both  instructive  and  entertaining." — The  Methodist  Review. 

"The  portraits  are  admirably  reproduced." — Literatitre. 

"It  is  a  remarkabl}'  handsome  volume  .  .  .  The  illustrations  are  truly 
masterpieces  of  art." — Chicago  Israelite. 
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18 

An  Examination  of  Weismannism.     G.  J.  Romanes.  .  .35c  (2s.). 

" 

19 

On  Germinal  Selection.     August  Weismann ,  .25c  (is.  6d.). 

" 

29 

.   On  Orthogenesis.     Th.  Eimer 25c  (is.  6d.). 

32 

A  Mechanico-Physiological  Theory  of  Organic  Evo- 

Psychological  Books 

No 

4- 

5- 

The  Diseases  of  Personality.     Th.  Ribot 25c  (is   6d  ) 

The  Psychology  of  Attention.     Th.  Ribot 25c  (is.  6d.). 

6. 

The  Psychic  Life  of  Micro-Organisms.     A.  Binet.  .25c  (is.  6d.). 

8. 

On  Double  Consciousness.     Alfred  Binet 15c  (gd. ). 

10. 

The  Diseases  of  the  Will.     Th.  Ribot 25c  (is.  6d.). 

16. 

On  Memory,  and  The  Specific  Energies  of  the  Ner- 
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The  History  of  the  Devil 


and 


The  Idea  of  Evil 


'T^HE  HISTORY  OF  THE  DEVIL  and  the  Idea  of  Evil  from  the  Earliest 
Times  to  the  Present  Day.  By  Dr.  Paul  Ca7-us.  Printed  in  two  colors 
from  large  type  on  fine  paper.  Bound  in  cloth,  illuminated  with  cover  stamp  from 
Dor^.  Five  hundred  8vo  pages,  with  311  illustrations  in  black  and  tint.  Price, 
$6.00  (30s.). 

Beginning  with  prehistoric  Devil-worship  and  the  adoration  of  demon  gods 
and  monster  divinities,  the  author  surveys  the  beliefs  of  the  Summero-Accadians, 
the  Persians,  the  Jews,  the  Brahmans,  the  Buddhists,  the  early  Christians,  and  the 
Teutonic  nations.  He  then  passes  to  the  demonology  of  the  Middle  Ages,  the  Re- 
formation, and  modern  times,  discussing  the  Inquisition,  witchcraft,  and  the  history 
of  the  Devil  in  verse  and  fable.  The  philosophical  treatment  of  the  subject  is 
comparatively  brief,  but  the  salient  points  are  clearly  indicated  in  every  connexion. 

"  It  is  seldom  that  a  more  intensely  absorbing  study  of  this  kind  has  been  made,  and  it  can 
be  safely  asserted  that  the  subject  has  never  before  been  so  comprehensively  treated.  .  .  . 
Neither  public  nor  private  libraries  can  afford  to  be  without  this  book,  for  it  is  a  well  of  informa- 
tion upon  a  subject  fascinating  to  both  students  and  casual  readers." — Chicago  Israelite. 

"  As  a  remarkable  and  scholarly  work,  covering  a  subject  not  yet  exhausted  by  the  scientist 
and  the  philosophical  historian,  this  book  by  Dr.  Carus  has  a  peculiar  interest  for  the  student, 
while  it  has  also  features  of  popular  interest." — Chicago  Record. 

"  The  pictorial  illustrations  of  this  subject  from  earliest  Egyptian  frescoes,  from  pagan  idols, 
from  old  black-letter  tomes,  from  quaint  early  Christian  sculpture,  down  to  the  model  pictures  of 
Dore  and  Schneider,  add  greatly  to  the  value  of  the  hooV.."— Methodist  Magazine  and  Revie-w. 
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HOLIDAY  GIFT  BOOKS 


Eros  and  Psyche. 

Retold  after  Apuleius. 


Scenes  from  the 
Life  of  Buddha. 


Travels  in  Tartary, 
Thibet  and  China. 


Karma : 

A  S«M7  e<  Eariy 


The  Lost 

Manuscript. 


By  Dr.  Paul  Carus.  Half-tone  reproductions,  with  orna- 
mental borders,  of  the  famous  illustrations  of  Paul  Thumann. 
Printed  from  pica  type  on  Strathmore  deckle-edge  paper,  ele- 
gantly bound,  and  with  classic  cover  design  by  E.  Biedermann. 
One  of  the  quaintest  stories  of  the  world's  folklore.  A  hand- 
some present.    Pages,  xv,  108.    Price,  $1.50  (6s,). 


Reproduced  in  colors  from  the  paintings  of  Keichyu  Yamada, 
Professor  in  the  Imperial  Art  Institute,  Tokyo.  With  a  hand- 
some cover-stamp  especially  designed  for  the  volume.  The 
illustrations,  which  are  inimitable  in  their  delicacy,  are  eight 
in  number  and  occupy  each  a  separate  leaf,  with  the  descrip- 
tions and  references  intervening.  Unique  and  original.  Price, 
$2.50  (15s.). 


By  M.  Hue.  New  Edition.  From  the  French.  Two  Vols., 
100  Illustrations,  688  Pages,  Handsomely  Bound  in  Oriental 
Style,  $2.00  (los.).  Popular  Edition,  i  Vol.,  Cloth,  $1.25  (5s.). 
A  Truly  Fascinating  Work.  One  of  the  Most  Popular  Books 
of  All  Times.  "  The  work  made  a  profound  sensation." — The 
Watchman.  "The  book  is  a  classic,  and  has  taken  its  place 
as  such,  and  few  classics  are  so  interesting.  These  reprints 
ought  to  have  a  large  sale.  Few  books  will  have  more  readers 
than  the  missionary  adventures  of  Abb^  Hue  and  bis  no  less 
daring  companion."— 7%*  Catholic  News. 


By  Dr.  Paul  Carus.  Third  Oriental  Art  Edition.  Flexible 
crfipe  paper.  Tied  in  silk.  "  Simply  a  gem."— Presbyterian 
and  Reformed  Review.  "K  thing  of  rare  beauty." — Boston 
Daily  Advertiser.  "The  most  typographically  unique  publi- 
cation of  the  %e&%on."— Journal  and  Press.  "The  most  fasci- 
nating book  of  the  ye^r."— Chicago  Daily  News.  A  unique  and 
appropriate  gift.    Price,  75  cents. 


A  Novel.  By  Gustav  Frevtag.  Authorised  translation  from 
the  sixteenth  German  edition.  The  author  writes  as  a  motto 
for  the  American  edition  :  "A  noble  human  life  does  not  end 
on  earth  with  death.  It  continues  in  the  minds  and  the  deeds 
of  friends,  as  well  as  in  the  thought  and  activity  of  the  nation." 
Edition  de  luxe,  two  volumes,  $4.00.  In  one  volume,  simpler 
edition,  cloth,  $1.00. 
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LONDON:  Kegan  Paul,  Trench,  Trubner  &  Co.,  Ltd. 


